TITLE  7— AGRICULTURE 

Chapter  IX — ^Agricultural  Marketing 
Service  (Marketing  Agreements  and 
Orders),  Department  of  Agriculture 

[938.300  Arndt.  3) 

Past  938 — ^Irish  Potatoes  Grown  in  Red 
River  Valley  of  North  Dakota  anit 

MUfNESOTA 

LIMITATION  OF  SHIPMENTS 

Findings.  (1)  Pursuant  to  Marketing 
Agreement  No.  135  and  Order  No.  38  (7 
Part  938) ,  regulating  the  handling 
of  Irish  potatoes  grown  in  the  Red  River 
Valley  of  North  Dakota  and  Minnesota, 
effective  under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agree¬ 
ment  Act  of  1937,  as  amended  (48  Stat. 
31,  as  amended;  7  U.  S.  C.  601  et  seq.  68 
Stat.  906,  1047),  and  upon  the  basis  of 
the  recommendation  and  information 
submitted  by  the  Red  River  Valley 
Potato  Committee,  established  pursuant 
to  said  marketing  agreement  and  order, 
and  upon  other  available  information,  it 
is  hereby  found  that  the  amendment  to 
the  limitation  of  shipments,  as  herein¬ 
after  provided,  will  tend  to  effectuate  the 
declared  policy  of  the  act. 

(2)  It  is  hereby  found  that  it  is  im¬ 
practicable  and  contrary  to  the  public 
Interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
amendment  until  30  days  after  publica¬ 
tion  in  the  Federal  Register  (5  U.  S.  C. 
1001  et  seq.)  in  that  (i)  the  time  inter¬ 
vening  between  the  date  when  informa¬ 
tion  upon  which  this  amendment  is  based 
became  available  and  the  time  when  this 
amendment  must  become  effective  in 
order  to  effectuate  the  declared  policy  of 
the  act  is  insufficient ;  (ii)  more  orderly 
marketing  in  the  public  interest,  than 
would  otherwise  prevail,  will  be  promoted 
by  regulating  the  shipment  of  potatoes, 
in  the  maimer  set  forth  below,  on  and 
after  the  effective  date  of  this  amend¬ 
ment;  (iii)  compliance  with  this  amend¬ 
ment  will  not  require  any  preparation  on 
the  part  of  handlers  which  cannot  be 
completed  by  the  effective  date;  (iv)  a 
reasonable  time  is  permitted  under  the 
circumstances,  for  such  preparation;  and 
(V)  information  regarding  the  com¬ 


mittee’s  reconunendations  has  been  made 
available  to  producers  and  handlers  in 
the  production  area. 

Order,  as  amended. '  In  paragraph  (b) 
of  §  938.300  (23  P.  R.  7102,  7666),  sub- 
paragraph  (4)  is  hereby  amend.^  as  set 
forth  below:  '  ~ 

(4)  Minimum  quantities.  Pursuant  to 
§  938.53  any  handler  may  handle  not 
more  than  30  himdredweight  of  table- 
stock  potatoes,  in  the  aggregate,  per  ship¬ 
ment  free  from  requirements  effective 
pursuant  to  §  938.42  (assessments)  and 
§  938.60  (inspection) .  This  exemption 
shall  not  apply  to  any  portion  of  a  ship¬ 
ment  of  over  30  hundredweight  of  such 
k  potatoes. 

(Sec.  5,  49  stat.  753,  as.  amended;  7  U.  S.  C. 
608c) 

Dated  October  20,  1958,  to  become  ef- 
fbctive  October  27,  1958. 

[SEAL]  S.  R.  Smith, 

Director, 

Fruit  and  Vegetable  Division. 

[P.  R.  Doc.  58-8784;  FUed,  Oct.  22,  1958; 

8:51  a.  m.] 


TITLE  14— CIVIL  AVIATION 

Chapter  II — Civil  Aeronautics'^Admin- 
istration.  Department  of  Commerce 

Part  574 — Federal  CI^ivil  Airport  at  Cold 
Bay,  Alaska 

Under  section  10  (a)  of  the  Interna¬ 
tional  Aviation  Facilities  Act,  the  Ad¬ 
ministrator  of  Civil  Aeronautics  is  em¬ 
powered  and  directed  to  do  and  perform 
all  acts  and  things  necessary  or  incident 
to  the  operation,  protection,  mainte¬ 
nance,  improvement,  and  administration 
of  airport  property  in  territory  outside 
the  continental  limits  of  the  United 
States  which  he  has  acquired  pursuant 
to  the  act  or  any  other  provision  of  law. 
This  includes  the  power  to  make  and 
amend  such  reasonable  rules  and  regula¬ 
tions  as  he  may  deem  necessary  to  the 
proper  exercise  of  the  powers  granted 
by  the  section,  and  to  make  just  and  rea¬ 
sonable  charges  for  aeronautical  services, 
including  but  not  limited  to  landing  fees. 

(Continued  on  next  page) 
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Title  39 

Chapter  I: 
Part  201_. 


Acting  pursuant  to  the  foregoing  au- 
thority,  and  in  accordance  with  section 
3  (a)  (3)  of  the  Administrative  Proce¬ 
dure  Act,  Part  574  is  hereby  adopted. 
The  charges  contained  in  this  part  ha«e 
been  established  at  a  level  which  is  con- 
sidered  to  be  within  the  ability  of  civil 
aviation  to  pay,  and  will  be  only  parti^ 
compensatory  at  this  time  for  the  costs 
to  the  United  States  Government  oI 
maintaining  and  operating  the  landing 
areas  involved.  As  ability  of  civil  avia¬ 
tion  to  pay  changes,  the  level  of  charges 
will  be  revised  with  a  view  to  recovering, 
as  soon  as  practicable,  the  total  costs 
of  maintaining  and  operating  the  land¬ 
ing  areas. 

Subpart  A— Introduction 

Sec.  ' 

574.1  Explanation  of  terms.  j 

Subpart  B— Landing  and  Parking  Foe* 

574.11  Landing  fees. 

574.12,  Parking  fees. 

574.13  Alteration  of  fees. 

574.14  Payment  of  fees. 

Subpart  C — Loading  and  Unloading  ArMi| 
574.21  Control  of  areas. 

Authoritt:  is  574.1  to  574.21  Issued  under 
sec.  10.  62  Stat.  453;  49  U.  S.  C.  1159. 

SUBPART  A — INTRODUCTiON 

§  574.1  Explanation  of  terms— (ai 
Aircraft  weight.  “Aircraft  weight”  shall 
mean  tb[e  maximum  take-off  weight  per¬ 
mitted  by  the  appropriate  aeronautical 
authority  of  the  State  of  manufadhse 
of  the  aircraft.  It  shall  be  calculated 
to  the  nearest  1,000  pounds. 

(b)  Airport.  “Airport’' shall  mean  the 
Cold  Bay,  Alaska  Airport  operated  bj 
the  Civil  Aeronautics  Administration. 

(c)  Ci4A.  “CAA”  shall  mean  the  Civil 
Aeronautics  Administration. 

SUBPART  B— LANDiNG  AND  PARKING  FEES 

§  574.11  Landing  fees — (a)  Rate  of 
charge.  A  charge  of  16  cents  per  1,000 
pounds  shall  be  made  for  each  landing 
of  an  aircraft  at  the  airport.  (No  addi¬ 
tional  charge  for  each  take-off  shall  be 
made.) 

(b)  Exceptions  to  charge.  'The  follow¬ 
ing  aircraft  shall  no^  be  subject  to 
landing  fees: 

(1)  Civil  aircraft  not  engaged  in  com¬ 
mercial  operations; 

(2)  Aircraft  engaged  in  test  flighti. 
(This  shall  not  include  survey  and  prov¬ 
ing  runs) ; 

(3)  Aircraft  compelled  to  return  after 
take-off ; 

(4)  Public  aircraft  not  engage(|  in 
commercial  operations. 

§  574.12  Parking  fees — (a)  Hangar 
parking  fees.  A  charge  of  5  cents  per 
1,000  poimds  of  aircraft  weight  shall  be 
made  for  each  6-hour  period  or  fraction 
thereof  during  which  an  aircraft  b 
parked  in  a  hangar  at  the  airport. 

(b)  Outside  parking  fee.  A  charge  d 
\  2.5  cents  per  1,000  pounds  of  aircraft 

I  weight  shall  be  made  for  each  6-hoar 
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oeriod  or  fraction  thereof  during  which 
aircraft  is  parked  outside  at  the  air- 
The  charge  shall  start  six  hours 
the  plane  lands. 

{574.13  Alteration  of  fees.  Charges 
ft)r  aircraft  based  at  the  airport  may  be 
by  the  CAA  Regional  Administra¬ 
tor  having  jurisdiction  over  the  airport, 
without  regard  to  the  landing  and  park- 
■'jny  fees  provided  in  §§  574.11  and  574.12. 

{ 574.14  Payment  of  fees — (a)  Time 
and  means  of  payment.  Fees  shall  be 
paid  In  United  States  dollars  at  the  time 
use  Is  made  of  the  airport. 

(b)  Exceptions  to  time  of  payment. 
Scheduled  air  carriers  and  other  aircraft 
operators  may  make  prior  financial  ar¬ 
rangements  with  the  CAA  ofiBcial  in 
charge  of  the  airport.  These  arrange¬ 
ments  may  include  provision  for  pay¬ 
ment  on  a  monthly  or  other  suitable 
basis. 

'  SUVART  C— loading  AND  UNLOADING  AREAS 

$574.21  Control  of  areas.  The  CAA 
official  in  charge  of  the  airport  shall 
have  full  control  of  the  loading  and 
onloading  areas  to  insure  efficient  and 
Bondlscriminatory  utilization,  such  au¬ 
thority  shall  include,  but  shall  not  nec¬ 
essarily  be  limited  to,  the  right  to: 

(a)  Assign  space  and  sequence  of  use 
when  he  concludes  that  it  is  necessary 
or  advisable; 

(b)  Order  the  movement  of  a  stand- 
*  tog  aircraft  to  conform  with  assignments 

under  paragraph  (a)  of  this  section; 

(c)  Assess  an  excess  parking  fee  of  $5 
per  hour  for  non-conformity  with  para¬ 
graph  (b)  of  this  section. 

This  part  shall  become  effective  on 
November  1,  1958. 

[seal]  James  T.  Pyle, 

Administrator  of  Civil  Aeronautics. 

October  17,  1958. 

[P.  R.  Doc.  58-8754;  Piled.  Oct.  22.  1958; 
8:45  a.  m.] 


,  [Arndt.  2] 

-fART  575 — ^Federal  Civil  Airports  on 
Canton  and  Wake  Islands 

MISCELLANEOUS  AMENDMENTS 

Under  section  10  (a)  of  the  Interna 
tional  Aviation  Facilities  Act,  the  Ad 
mlnistrator  of  Civil  Aeronautics  is  em 
powered  and  directed  to  do  and  perform 
all  acts  and  things  necessary  or  incident 
to  the  operation,  protection,  mainte¬ 
nance,  improvement,  and  administra¬ 
tion  of  airport  property  in  territory  out¬ 
side  the  continental  limits  of  the  United 
States  which  he  has  acquired  pursuant 
to  the'act  or  any  other  provision  of  law. 
This  includes  the  power  to  make  and 
amend  such  reasonable  rules  and  regula¬ 
tions  as  he  may  deem  necessary  to  the 
exercise  of  the  powers  granted  by 
the  section,  and  to  make  just  and  rea¬ 
sonable  charges  for  aeronautical  serv¬ 
ices,  including  but  not  limited  to  landing 
fees. 

Acting  pursuant  to  the  foregoing  au- 
writy,  and  in  accordance  with  section 


8  (a)  (3)  of  the  Administrative  Proce¬ 
dure  Act,  Part  575  is  hereby  amended  in 
the  following  respects: 

1.  Change  the  title  of  this  part  to  read 
as  set  forth  above. 

2.  Amend  §  575.1  (b)  to  read  as  fol¬ 
lows: 

(b)  Airport.  “Airport  shall  mean  the 
Canton  Island  Airport  and  the  Wake  Is¬ 
land  Airport  operated  by  the  Civil  Aero¬ 
nautics  Administration. 

3.  Amend  {  575.11  (a)  to  read  as  fol¬ 
lows: 

§  575.11  Landing  fees — (a)  Rate  of 
charge.  A  charge  of  30  cents  per  1,000 
pounds  shall  be  made  for  each  landing  of 
an  aircraft  at  the  airport.  (No  addi¬ 
tional  charge  for  each  take-off  shall  be 
made.) 

This  amendment  shall  become  effec¬ 
tive  on  November  1,  1958. 

(Sec.  10,  62  Stat.  453;  49  U.  S.  C.  1159) 

[SEAL]  James  T.  Pyle, 

Administrator  of  Civil  Aeronautics. 

October  17,  1958. 

[P.  R.  Doc.  58-8755;  Piled,  Oct;  22.  1958; 
8:46  a.  m.] 

TITLE  16— COMMERCIAL 
PRACTICES 

Chapter  l-^Federal  Trade  Commission 

[Docket  71131 

Part  13 — Digest  of  Cease  and  Desist 
Orders 

boy-crest  clothes,  INC.,  ET  AL. 

Subpart — Misbranding  or  mislabeling: 

§  13.1190  Composition:  Wool  Products 
Labeling  Act.  Subpart — Neglecting,  un¬ 
fairly  or  deceptively,  to  make  material 
disclosure:  §  13.1852  Formal  regulatory 
..  and  statutory  requirements:  Wool  Prod¬ 
ucts  Labeling  Act.  _ 

(Sec.  6,  38  Stat.  721;  15  U.  S.  C.  46.  Inter¬ 
pret  or  apply  sec.  5.  38  Stat.  719,  as  amended, 
secs.  2-5.  54  Stat.  1128-1130;  15  U.  S.  C.  45, 
68-68C)  [Cease  and  desist  order,  Boy-CTreet 
Clotbes,  Inc.,  et  aL,  Brooklyn,  N.  Y..  Docket 
7113,  Sept.  30,  1958] 

In  the  Matter  of  Boy-Crest  Clothes,  Inc., 
a  Corporation,  and  Milton  Portman, 
Fanny  Labovich  and  Nathan  Labovich, 
Individually  and  as  Officers  of  Said 
Corporation 

This  proceeding  was  heard  by  a  hear¬ 
ing  examiner  on  the  complaint  of  the 
Commission  charging  manufacturers  in 
Brooklyn,  N.  Y.,  with  violating  the  Wool 
Products  Labeling  Act  by  labeling  boys’ 
coats  falsely  as  “85%  wool,  15%  nylon**, 
and  by  failing  to  comply  in  other  respects 
with  the  labeling  provisions  of  the  Act. 

After  acceptance  of  an  agreement  for 
a  consent  order,  the  hearing  examiner 
made  his  initial  decision  and  order  to 
cease  and  desist  which  became  on  Sep¬ 
tember  30  the  decision  of  the  Commis¬ 
sion. 

The  order  to  cease  and  desist  is  as 
follows: 

It  is  ordered.  That  respondents  Boy- 
Crest  Clothes,  Inc.,  a  corporation,  and 


its  officers,  and  Nathan  Labovich,  indi¬ 
vidually  and  as  an  officer  of  respondent 
corporation,  and  respondents’  respective 
representatives,  agents  and  employees, 
directly  or  through  any  corporate  or 
other  device,  in  connection  with  the  in¬ 
troduction  or  manufacture  for  introduc¬ 
tion  into  commerce,  or  the  c^ering  for 
sale,  sale,  transportation  or  distribution 
in  commerce,  as  “commerce”  is  defined 
in  the  Federal  Trade  Commission  Act 
and  the  Wool  Products  Labeling  Act  of 
1939,  of  boys*  coats  or  other  wool  prod¬ 
ucts,  as  such  products  are  defined  in  and 
subject  to  the  Wool  Products  Labeling 
Act  of  1939,  do  forthwith  cease  and  de¬ 
sist  from  misbranding  such  products  by: 

1.  Falsely  or  deceptively  stamping,  tag¬ 
ging.  labeling  or  otherwise  identifying 
such  products  as  to  the  character  or 
amount  of  the  constituent  fibers  included 
therein. 

2.  Failing  to  securely  affix  to  or  place  on 
each  product  a  stamp,  tag,  label  or  other 
means  of  identification  showing  in  a  clear 
and  conspicuous  manner: 

(a)  The  percentage  of  the  total  fiber 
weight  of  such  wool  product,  exclusive 
of  ornamentation  not  to  exceed  five  per 
centum  of  said  total  fiber  weight;  of  (1) 
wool,  (2)  remrocessed  wool.  (3)  reused 
wool,  (4)  each  fiber  other  than  wool 
where  said  percentage  of  weight  of  such 
fiber  is  five  per  centum  or  more,  and  (5> 
the  aggregate  of  all  other  fibers; 

(b)  The  maximum  percentage  of  the 
total  weight  of  such  wool  product  of  any 
non-fibrous  loading,  fining  or  adulterat¬ 
ing  matter; 

(c)  The  name  or  the  registered  identi¬ 
fication  number  of  the  manufacturer  of 
such  wool  product  or  of  one  or  more 
persons  engaged  in  introducing  such  wo<d 
product  into  commerce,  or  in  the  oflttdng 
for  sale,  sale,  transportation,  distribution 
or  delivery  for  shipment  thereof  in  com¬ 
merce,  as  “commerce”  is  defined  in  ttie 
Wool  Products  Labeling  Act  of  1939. 

3.  Failing  to  separat^y  set  forth  on  the 
required  stamp,  tag  or  label  or  other 
means  of  identification  the  character  and 
amount  of  the  constituent  fibers  appear¬ 
ing  in  the  interlinings  of  such  wool  prod¬ 
ucts  as  provided  by  Rule  24  of  the  rules 
and  regulations  promulgated  under  said 
Act. 

It  is  further  ordered.  That  the  com¬ 
plaint  be  and  the  same  hereby  is  dis¬ 
missed  as  to  the  respondents  Milton 
Portman  and  Fanny  Labovich. 

By  “Decisicm  of  the  Commission’*,  etc., 
report  of  compliance  was  requir^  as 
follows: 

It  is  ordered,  ’That  the  respondents 
herein  shall  within  sixty  (60)  days  after 
service  upon  them  of  this  order,  file  with 
the  Commission  a  report  in  writing  set¬ 
ting  forth  in  detail  the  manner  and  form, 
in  which  they  have  complied  with  the' 
order  to  cease  and  desist. 

Issued:  September  30.  1958. 

By  the  Commission. 

[seal]  Robert  M.  Parrish, 

Secretary. 

[7.  B.  Doe.  58-8761;  Filed,  Oct.  22,  1968; 
8:47  a.  m.) 
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fDocket  7157] 

Part  13 — ^Digest  of  Cease  and  Desist 
Orders 

FAMOUS  FURS,  LTD.,  ET  AL. 

8ubpart — Advertising  falsely  or  mis¬ 
leadingly:  §  13.30  Composition  of  goods: 
Fur  Products  Labeling  Act;  §  13.155 
Prices:  CcHnparative;  exaggerated  as 
regular  and  customary;  forced  or  sacri¬ 
fice  sales.  Subpart — Invoicing  products 
falsely:  §  13.1108  Invoicing  products 
falsely:  Fur  Products  Labeling  Act. 
Subpart — Misbranding  or^  mislabeling: 

§  13.1190  Composition:  Fur  Products  La¬ 
beling  Act;  §  13.1212  Formal  regulatory 
and  statutory  requirements:  Pur  Prod¬ 
ucts  Labeling  Act.  Subpart — Neglect¬ 
ing,  unfairly  or  deceptively,  to  make 
material  disclosure:  §  13.1845  Composi¬ 
tion:  Pur  Products  Labeling  Act; 

S  13.1852  Formal  regulatory  and  statu¬ 
tory  requirements:  Pur  Products  Label¬ 
ing  Act;  §  13.1865  Manufacture  or  prepa¬ 
ration:  Pur  Products  Labeling  Act; 

$  13.1880  Old,  used,  reclaimed,  or  reused 
as  unused  or  new:  Fur  Products  Label¬ 
ing  Act. 

(Sec.  6,  38  Stat.  721;  15  U.  S.  C.  46.  Inter¬ 
pret  <»*  apply  sec.  5,  38  Stat.  719.  as  amended, 
sec.  8,  65  Stat.  179;  15  U.  S.  C.  45, 69f )  [Cease 
and  desist  order.  Famous^  Furs,  Ltd.,  et  al.. 
Jersey  City,  N.  J.,  Docket  7157,  Sept.  23, 
1958] 

In  the  Matter  of  Famous  Furs,  Ltd.,  a 
Corporation,  and  Samuel  Weinberg, 
Lawrence  Weinberg  and  William 
Weinberg,  Individually  and  as  Officers 
of  Said  Corporation 

This  proceeding  was  heard  by  a  hear¬ 
ing  examiner  on  the  complaint  of  the 
Commission  charging  furriers  in  Jersey 
City,  N.  J.,  with  violating  the  Pur  Prod¬ 
ucts  Labeling  Act  by  failing  to  disclose 
in  the  advertisements  and  on  labels  and 
invoices  that  fur  products  contained 
‘‘secondhand  used  fur” ;  by  setting  forth 
in  advertisements  and  on  invoices  the 
name  of  an  animal  in  addition  to  that 
producing  the  fur  and  the  names  of  fic¬ 
titious  animals;  by  failing  in  other  re¬ 
spects  to  comp^  with  the  invoicing  and 
labeling  requirements;  by  failing  in  ad¬ 
vertising  to  disclose  the  names  of  ani¬ 
mals  producing  certain  furs  or  that  some 
fur  products  contained  artificially  col¬ 
ored  furs;  by  advertising  in  newspapers 
which  represented  prices  of  fur  products 
as  reduced  from  regular  prices  which 
were  in  fact  fictitious,  and  as  reduced 
due  to  fire,  smoke,  and  water  damage, 
and  which  made  comparative  and  re¬ 
duced  price  claims  while  failing  to  keep 
adequate  records  as  a  basis  therefor. 

After  acceptance  of  an  agreement  con¬ 
taining  consent  order,  the  hearing  ex¬ 
aminer  made  his  initial  decision  and 
order  to  cease  and  desist  which  became 
on  September  23  the  decision  of  the 
Commission. 

The  order  to  cease  and  desist  is  as 
follows: 

It  is  ordered.  That  respondents.  Fa¬ 
mous  Purs,  Ltd.,  a  corporation,  and  its 
oflBcers,  and  Samuel  Weinberg,  Lawrence 
Weinberg  and  William  Weinberg,  indi¬ 
vidually  and  as  officers  of  said  corpora¬ 
tion.  and  respondents’  representatives, 
agents  and  employees,  directly  or 


through  any  corporate  or  other  device, 
in  connection  with  the  introduction  into 
commerce,  or  the  sale,  advertising,  or 
offering  for  sale  in  commerce,  or  the 
transportation  or  distribution  in  com¬ 
merce  of  fur  products,  or  in  connection 
with  the  sale,  advertising,  offering  for 
sale,  transportation  or  distribution  of 
fur  products  which  have  been  made  in 
whole  or  in  part  of  fur  which  has  been 
shipped  and  received  in  commerce,  as 
“commerce”,  “fur”  and  “fur  product” 
are  defined  in  the  Pur  Products  Labeling 
Act,  do  forthwith  cease  and  desist  from: 

A.  Misbranding  fur  products  by: 

1.  Failing  to  affix  labels  to  fur  products 
showing: 

(a)  The  name  or  names  of  the  animal 
or  animals  producing  the  fur  or  furs 
contained  in  the  fur  product  as  set  forth 
in  the  Pur  Products  Name  Guide  and 
as  prescribed  under  the  rules  and 
regulations ; 

(b)  That  the  fur  product  contains  or 
is  composed  of  used  fur,  when  such  is 
the  fact; 

(c)  That  the  fur  product  contains  or 
is  composed  of  bleached,  dyed  or  other¬ 
wise  artificially  colored  fur,  when  such  is 
the  fact; 

(d)  That  the  fur  product  is  composed 
in  whole  or  in  substantial  part  of  paws, 
tails,  bellies,  or  waste  fur,  when  such 
is  the  fact; 

(e)  The  name,  or  other  identification 
issued  and  registered  by  the  Commission, 
of  one  or  more  persons  who  manufac¬ 
tured  such  fur  product  for  introduction 
into  commerce,  introduced  it  into  com¬ 
merce,  sold  it  in  commerce,  advertised 
or  offered  it  for  sale,  or  transported  or 
distributed  it  in  commerce; 

(f)  The  name  of  the  country  of 
origin  of  any  imported  furs  used  in  the 
fur  product; 

(g)  That  the  product  contains  second¬ 
hand  fur  when  such  is  the  fact. 

B.  Falsely  or  deceptively  invoicing  fur 
products  by: 

1.  Failing  to  furnish  invoices  to  pur¬ 
chasers  of  fur  products  showing: 

(a)  The  name  or  names  of  the  animals 
producing  the  fur  or  furs  contained  in 
the  fur  product  as  set  forth  in  the  Fur 
Products  Name  Guide  and  as  prescribed 
under  the  rules  and  regulations ; 

(b)  That  the  fur  product  contains  or 
is  composed  of  used  fur,  when  such  is 
the  fact; 

(c)  That  the  fur  product  contains  or 
is  composed  of  bleached,  dyed,  or  other¬ 
wise  artificially  colored  fur,  when  such 
is  the  fact; 

(d)  That  the  fur  product  is  composed 
in  whole  or  in  substantial  part  of  paws, 
tails,  bellies,  or  waste  fur,  when  such  is 
the  fact; 

(e)  The  name  and  address  of  the  per¬ 
son  issuing  such  invoice; 

'  (f)  The  name  of  the  country  of  ori¬ 
gin  of  any  imported  fur  contained  in  a 
,  fur  product; 

(g)  That  the  fur  product  contains 
secondhand  fur  when  such  is  the  fact; 

(h)  The  item  niunber  or  mark  as¬ 
signed  to  a  fur  product. 

2.  Setting  forth  the  name  or  names 
of  any  animal  or  animals  in  addition  to 
the  name  or  names  specified  in  section 
5  (b)  (1)  (A)  of  the  Fur  Products  Label¬ 
ing  Act. 


3.  Setting  forth  the  name  of  an  animal  1 

which  is  in  fact  fictitious  or  non-existent  j 
C.  Falsely  or  deceptively  advertising 
fur  products  through  the  use  of  any 
advertisement,  repres*entation,  public 
annoimcement  or  notice  which  Is  in¬ 
tended  to  aid,  promote,  or  assist,  directly 
or  indirectly,  in  the  sale  or  offering  fof 
sale  of  fur  products,  and  which: 

1.  Fails  to  disclose: 

(a)  The  name  or  names  of  the 

or  animals  producing  the  fur  or  furs 
contained  in  the  fur  product  as  set  forth 
in  the  Pur  Products  Name  Guide  and  as 
prescribed  under  the  rules  and  regula-  1 
tions; 

(b)  That  the  fur  product  contains  or  i 
is  composed  of  used  fur,  when  such  is  I 
the  fact; 

(c)  That  the  fur  product  contains  or 

is  composed  of  bleached,  dyed,  or  other-  | 
wise  artificially  colored  fur,  when  such  j 
is  the  fact; 

(d)  That  the  fur  product  contains  or 

is  composed  of  secondhand  fur,  when  \ 
such  is  the  fact.  ] 

2.  Contains  the  name  or  names  of  any  | 
animal  or  animals  in  addition  to  the  i 
name  or  names  specified  in  sectim  s  ' 
(a)  (1)  of  the  Fur  Products  Labeling  1 
Act. 

3.  Contains  the  name  of  an  anim^  ; 
which  is  in  fact  fictitious  or  non-existent,  i 

4.  Represents  directly  or  by  impUca-  I 

tion:  '  \ 

(a)  That  the  regular  or  usual  prices  (A  j 
any  fur  product  is  any  amount  which  is  *  ] 
in  excess  of  the  price  at  which  respond-  \ 
ents  have  usually  and  customarily  8(dd  i 
such  products  in  the  recent  regular 
course  of  their  business ; 

(b)  That  the  regular  or  usual  price  of  ^ 
any  fur  product  is  reduced  due  to  dam¬ 
age  by  fire,  smoke,  water  or  any  other 
cause,  when  contrary  to  fact. 

D.  Making  pricing  claims  or  represow 
tations  in  advertisements  respecttnc 
comparative  prices  or  reduced  prices  un¬ 
less  there  is  maintained  by  respondents  ' 
adequate  recor^  disclosing  the  facts 
upon  which  such  claims  or  represent!^ 
tions  are  based. 

By  “Decision  of  the  Commission”,  etc!i 
report  of  compliance  was  requir^  as 
follows: 

It  is  ordered.  That  the  respondmti 
herein  shall  within  sixty  (60)  days  after 
service  upon  them  of  this  order,  file  with 
the  Commission  a  report  in  writing  si¬ 
ting  forth  in  detail  the  manner  and  form 
in  which  they  have  complied  with  the 
order  to  cease  and  desist. 

Issued :  September  23,  1958.  ,  •  ^ 

By  the  Commission.  *1 

[seal]  Robert  M.  Parrish, 

Secretary. 

[F.  R.  Doc.  68-8762;  Piled,  Oct.  22,  1986; 
8:47  a.  m.] 
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Part  13 — ^Digest  of  Cease  and  DEsm 
Orders 

midwest  warehouse  distributors,  me, 
et  al. 

Subpart — Discriminating  in  price  «*- 
der  section  2,  Clayton  Act,  as  amended^] 


\  1 


1. 


Thursdays  October  23,  1958 

Snowingly  inducing  or  receiving  discrim- 
iaatliMf  pric®  under  2  (f ) :  §  13.850  /n- 
and  receiving  discriminations. 

(Sec.  «.  38  Stat.  721;  15  U.  S.  C.  46.  Inter- 
nreta  or  applies  sec.  2,  38  £>tat.  730,  as  amend- 
S*  16  U.  S.  C.  13)  [Cease  and  desist  order, 
Street  Warehouse  Distributors,  Inc.  (Kan¬ 
sas  City,  Mo.) ,  et  al..  Docket  6888,  Sept.  24, 
1058) 

in  the  matter  of  Midwest  Warehouse 
Distributors,  Inc.,  a  corporation,  and 
Eugene  T.  Wanderer,  individually  and  as 
General  Manager;  Auto  Parts  Company, 
a  corporation,  and  Walter  T.  Mills  and 
W.  Thomas  Mills,  individually  and  as  of¬ 
ficers;  Auto  Tire  &  Parts  Co.,  Inc.,  a 
corporation,  and  J.  P.  Tlapek,  individu¬ 
al^  and  as  an  oflBcer;  Barron  Motor,  Inc., 
a  corporation,  and  William  J.  Barron  and 
William  J.  Barron,  Jr.,  individually  and 
as  officers;  Cummings  &  Emerson,  Inc., 
a  corporation,  and  David  C.  Cummings 
and  Arthur  P.  Johnson,  individually  and 
as  officers;  B.  Scott  Reardon,  Jr.,  and 
Thomas  M.  Reardon,  copartners  doing 
bu^ess  under  the  firm  name  and  style 
of  The  Dakota  Iron  Store;  Eagle  Ma¬ 
chine  Co., Inc.,  a  corporation,  and  Charles 
W.  Yount  and  George  W.  Yount,  indi- 
^dually  and  as  officers;  The  Foster  Auto 
Supply  Company,  a  corporation,  and 
Thomas  A.  Poster,  John  W.  Foster,  and 
Robert  L.'  Stanton,  individually  and  as 
(^ers;  Hermaim-Brownlow  Co.,  Inc., 
and  William  A.  Dyche  and  W.  R.  Dyche, 
Individually  and  as 'Officers;  Fred  V. 
Kuehn,  a  partner  trading  under  the  firm 
name  and  style  of  Kuehn  Baymiller  Co., 
a  partnership;  Motor  Equipment  Com¬ 
pany,  a  corporation,  and  George  W.  Hus¬ 
ton,  Individually  and  as  an  officer;  Harry 
B.  Eck,  doing  business  under  the  firm 
’  TiMtiB  and  style  of  Motor  Service  Com¬ 
pany,  a  sole  proprietorship;  John  G. 
Moflet,  doing  business  under  the  firm 
name  and  style  of  Motor  Supply  Com¬ 
pany,  a  sole  proprietorship;  Motor  Sup¬ 
ply  Co.,  a  corporation,  and  Carl  B.  Camp¬ 
bell,  individually  and  as  an  officer; 
National  Bushing  &  Parts  Co.,  a  corpora¬ 
tion,  and  Alme  E.  Pouliot,  J.  Rayqaond 
Riley  and  W.  H.  Bitting,  individually  and 
as  officers;  Paul  Automotive,  Inc.,  a  cor¬ 
poration,  and  Charles  S.  Phillips,  indi¬ 
vidually  and  as  {in  officer;  Quanrud, 
Brink  &  Reibold,  Inc.,  a  corporation,  and 
.Alden  E.  Brink,  and  Theodore  S.  Quan¬ 
rud.  individually  and  as  officers;  Red 
Rooster  Sales  Co.,  Inc.,  a  corporation, 
and  George  A.  Miller,  Ralph  FarraU,  and 
Robert  F.  Day,  individually  and  as  offi¬ 
cers;  Standard  Battery  &  Electric  Co.,  a 
corporation,  and  Frank  M.  Wood,  indi¬ 
vidually  and  as  an  officer;  Stickney’s, 
Inc.,  a  corporation,  and  Max  W.  Polland, 
Ronald  J.  Kent  and  Clem  Hoffman,  indi¬ 
vidually  and  as  officers;  Triangle  Supply 
Co.,  Inc.,  a  corporation,  and  Raymond  S. 
Bckles,  Herbert  E.  Lawrence,  and  Harry 
Meinert,  individually  and  as  officers; 
United  Wholesalers,  Inc.,  a  corporation, 
and  Robert  L.  Terry  and  Alvin  U.  Black- 
bum,  individually  and  as  officers. 

This  proceeding  was  heard  by  a  hear- 
^  examiner  on  the  complaint  of  the 
Cwnmission  charging  a  trade  association 
in  Kansas  City,  Mo.,  and  its  21  jobber 
in  11  midwestem  States  from 
hlmois  to  Colorado,  with  violating  sec- 
^  2  (f )  of  the  Clayton  Act  by  inducing 
8nd  accepting  illegal  price  advantages 
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from  their  suppliers  of  automotive  prod¬ 
ucts., 

Foffowing  acceptance  of  an  agreement 
providing  for  entry  of  a  consent  order, 
the  hearing  examiner  made  his  initial  de¬ 
cision  and  order  to  cease  and  desist  which 
became  on  September  24  the  decision  of 
the  Commission. 

The  order  to  cease  and  desist  is  as 
follows: 

It  is  ordered.  That  respondents  Mid¬ 
west  Warehouse  Distributors,  Inc.,  a  cor¬ 
poration,  and  Eugene  T.  Wanderer,  indi¬ 
vidually  and  as  General  Manager;  Auto 
Parts  Company,  a  corporation,  and 
Walter  T.  Mills  and  W.  Thomas  Mills, 
individually  and  as  officers;  Auto  Tire  & 
Parts  Co.,  Inc.,  a  corporation,  and  J.  P. 
Tlapek,  individually  and  as  an  officer; 
Barron  Motor,  Inc.,  a  corporation,  and 
William  J.  Barron  and  William  J.  Barron, 
Jr.,  individually  and  as  officers;  Cum¬ 
mings  &  Emerson,  Inc.,  a  corporation, 
and  David  C.  Cummings  and  Arthur  P. 
Johnson,  individually  and  as  officers;  B. 
Scott  Reardon,  Jr.,  and  Thomas  M. 
Reardon,  copartners  doing  business 
imder  the  firm  name  and  style  of  The 
Dakota  Iron  Store;  Eagle  Machine  Co., 
Inc.,  a  corporation,  and  Charles  W. 
Yoimt  and  George  W.  Yoimt,  individually 
and  as  officers;  The  Poster  Auto  Supply 
Company,  a  corporation,  and  Thomas  A. 
Foster,  John  W.  Poster,  and  Robert  L. 
Stanton,  individually  and  as  officers; 
Hermann-Brownlow  Co.,  Inc.,  and  Wil¬ 
liam  A.  Dyche  and  W.  R.  Dyche,  individ¬ 
ually  and  as  officers;  Fred  V.  Kuehn,  a 
partner  trading  under  the  firm  name  and 
style  of  Kuehn  Baymiller  Co.,  a  partner¬ 
ship;  Motor  Equipment  Company,  a  cor¬ 
poration,  and  George  W.  Huston,  indi¬ 
vidually  and  as  an  officer;  Harry  B.  Eck, 
doing  business  under  the  firm  name  and 
style  of  Motor  Service  Company,  a  sole 
proprietorship;  John  O.  Moffet,  doing 
business  under  the  firm  name  and  style 
of  Motor  Supply  Company,  a  sole  pro¬ 
prietorship;  Motor  Supply  Co.,  a  corpo¬ 
ration,  and  Carl  B.  Campbell,  individu¬ 
ally  and  as  an  officer;  National  Bushing  & 
Parts  Co.,  a  corporation,  and  Alme  E. 
Pouliot,  J.  Raymond  Riley  and  W.  H. 
Bitting,  individually  and  as  officers;  Paul 
Automotive,  Inc.,  a  corporation,  and 
Charles  S.  Phillips,  individually  and  as  an 
officer;  Quanrud,  Brink  &  Reibold,  Inc., 
a  corporation,  and  Alden  E.  Brink,  and 
Theodore  S.  Quanrud  individually  and  as 
officers;  Red  Rooster  Sales  Co.,  Inc.,  a 
corporation,  and  George  A.  Miller,  Ralph 
FarraU,  and  Robert  F.  Day,  individuaUy 
and  as  officers;  Standard  Battery  it  Elec¬ 
tric  Co.,  a  corporation,  and  Frank  M. 
Wood,  individually  and  as  an  officer; 
Stickney’s,  Inc.,  a  corporation,  and  Max 
W.  Polland,  Ronald  J.  Kent  and  Clem 
Hoffman,  individuaUy  and  as  officers; 
Triangle  Supply  Co.,  Inc.,  a  corporation, 
and  Raymond  S.  Eckles,  Herbert  E. 
Lawrence,  and  Harry  Meinert.  individ¬ 
uaUy  and  as  officers;  United  Whole¬ 
salers,  Inc.,  a  corporation,  and  Robert 
L.  Terry  and  Alvin  U.  Blackburn,  indi¬ 
vidually  and  as  officers,  their  officers, 
agents,  representatives  and  employees 
in  ccmnection  with  the  offering  to  pur¬ 
chase  or  purchase  of  any  automotive 
products  or  suppUes  in  commerce,  as 
“commerce”  is  defined  in  the  Clayton 
Act,  do  forthwith  cease  and  desist  from: 
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Bhiowingly  Induch^  or  knowingly  re¬ 
ceiving  or  accepting  any  discrimination 
in  the  price  of  such  products  and  sup¬ 
pUes,  by  directly  or  indirectly  Inducing, 
receiving,  or  accepting  from  any  seUcr 
a  net  price  known  by  respondents  to  be 
below  the  net  price  at  which  said  prod¬ 
ucts  and  suppUes  of  Uke  grade  and  qual¬ 
ity  are  being  sold  by  such  seller  to  other 
customers,  where  the  seller  is  competing 
with  any  other  seUer  for  respondents' 
business,  or  where  respondents  are  com¬ 
peting  with  other  customers  of  the  seller. 

For  the  purpose  of  determining  "net 
price”  under  the  terms  of  this  order, 
there  shaU  be  taken  into  account  dis¬ 
counts.  rebates,  aUowances.  deductions 
or  other  terms  and  conditions  of  sale  by 
which  net  prices  are  effected. 

By  “Decision  of  the  Commission”,  etc., 
report  of  compUance  was  requir^  as 
foUows: 

It  is  ordered.  That  the  respondents 
herein  shaU,  within  sixty  (60)  days  after 
service  upon  them  of  this  order,  me  wiUi 
the  Commission  a  report  in  writing  set¬ 
ting  forth  in  detaU  the  manner  and  form 
in  which  they  have  compUed  with  the 
order  to  cease  and  desist. 

Issued:  September  24.  1958. 

By  the  Commission. 

[SEAL]  Robert  M.  Parrish, 

'  Secretary. 

[P.  R.  Doc.  58-8763;  Piled,  Oct.  22,  1968; 

8:47  a.  m.] 


[Docket  69861 

Part  13 — ^Digest  of  Cease  aito  Desist 
Orders 

AMERICAN  NATIONAL  RETAIL  JEWELERS 
ASSN.  ET  AL. 

Subpart — Coercing  and  intimidating: 

§  13.370  Suppliers  and  sellers:  To  in¬ 
crease  percentage  of  discount  to 
retaUers.*  Subpart — Combining  or  con~ 
spiring:  §  13.430  To  enhance,  maintain 
or  unify  prices. 

(Sec.  6,  38  Stat.  721;  15  U.  S.  C.  46.  Interpret 
or  apply  sec.  5,  38  Stat.  719,  as  amended;  15 
n.  S.  C.  45)  [Oease  and  desist  order.  Hie 
American  National  RetaU  Jewelers  Associa¬ 
tion  (New  York,  N.  Y.)  et  al..  Docket  6986, 
Sept.  24.  1958] 

In  the  Matter  of  The  American  National 
Retail  Jewelers  Association,  an  Incor~ 
porated  Trade  Association,  Its  Officers 
and  Members;  and  Leo  F.  Henebry.  an 
Individual:  Charles  M.  Isaac,  an  Indi¬ 
vidual;  Oscar  Kind,  Jr.,  an  Individual; 
Maurice  Adelsheim,  an  Individual; 
William  H.  Shreve,  an  Individual; 
Allen  Davidson,  an  Individual;  as 
Members  and  as  Representative  of  the 
Entire  Membership  of  the  American 
National  Retail  Jewelers  Association 

This  proceeding  was  heard  by  a  hear¬ 
ing  examiner  on  the  complaint  of  the 
Commission  charging  a  trade  associa¬ 
tion  and  its  over  6,000  retaU  jeweler 
members  throughout  the  United  States 
with  conceitedly  coercing  manufactur¬ 
ers  to  increase  the  percentage  of  dis- 

»New. 
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count  or  margin  of  profit  to  retail  deal¬ 
ers,  and  establishing  and  maintaining  a 
uniform  percentage  of  markup  on  the 
sale  at  retail  of  silverware  products. 

Following  acceptance  of  an  agreement 
containing  consent  order,  the  hearing 
examiner  made  his  initial  decision  and 
order  to  cease  and  desist  which  became 
on  September  24  the  decision  of  the  Com¬ 
mission. 

The  order  to  cease  and  desist  is  as 
follows: 

It  is  ordered.  That  respondent.  The 
American  National  Retail  Jewelers  As¬ 
sociation,  an  incorporated  trade  associ¬ 
ation,  and  its  successors  and  assigns, 
either  directly  or  through  their  respective 
officers,  agents,  representatives  and  em¬ 
ployees,  and  respondent  Charles  M. 
Isaac  as  Executive  Vice-President  of  the 
American  National  Retail  Jewelers  As¬ 
sociation  or  as  an  officer  of  said  associ¬ 
ation’s  successors  or  assigns,  in  con¬ 
nection  with  the  offering  for  sale,  sale 
or  distribution  of  silverware  in  com¬ 
merce,  as  “commerce”  is  defined  in  the 
Federal  Trade  Commission  Act,  do 
forthwith  cease  and  desist  from: 

Entering  into,  maintaining,  or  carry¬ 
ing  out  any  planned  common  course  of 
action,  agreement,  imderstanding,  com¬ 
bination  or  conspiracy,  with  each  other 
or  with  any  other  person,  persons, 
association  or  corporation,  to  fix,  main¬ 
tain,  or  enhance  the  profit  margins  or 
prices  of  silverware  products. 

It  is  further  ordered.  That  the  com¬ 
plaint  in  this  matter  be,  and  hereby  is, 
dismissed  as  to  the  following  named 
individuals:  Leo  F.  Henebry,  Oscar  Kind, 
Jr.,  Maurice  Adelsheim,  William  H. 
Shreve  and  Allen  Davidson. 

'  By  “Decision  of  the  Commission”,  etc., 
report  of  compliance  was  required  as 
follows: 

It  is  ordered,  lliat  the  above-named 
respondents  except  respondents  Leo  F. 
Henebry,  Oscar  Kind,  Jr.,  Maurice  Adel¬ 
sheim,  William  H.  Shreve,  and  Allen 
Davidson,  as  individuals,  shall,  within 
sixty  (60)  days  after  service  upon  them 
of  this  order,  file  with  the  Commission 
a  report  in  writing,  setting  forth  in 
detail  the  manner  and  form  in  which 
they  have  complied  with  the  order  to 
cease  and  desist. 

Issued:  September  24, 1958. 

By  the  Commission.  ' 

[seal]  Robert  M.  Parrish, 

Secretary. 

(F.  B.  Doc.  58-8764:  Filed,  Oct.  22,  1958; 
8:48  a.  m.] 

-  S  ■■ 

TITLE  24 — HOUSING  AND 
HOUSING  CREDIT 

Chapter  I— Federal  Home  Loan  Bank 
Board 

Swbchapter  C— 'Federal  Savings  and  Loan  System 
{No.  11,951] 

Part  145— Operations 

LOANS  IN  EXCESS  OF  80  PERCENT  OF  VALUE 

Resolved  that,  pursuant  to  Part  108  of 
the  general  regulations  of  the  Federal 


Home  Loan  Bank  Board  (24  CFR  Part 
108)  and  §  142.1  of  the  rules  and  regula¬ 
tions  for  the  Federal  Savings  and  Loan 
System  (24  CFR  142.1),  the  Federal 
Home  Loan  Bank  Board,  on  the  basis  of 
consideration  by  it  of  the  feasibility  of 
increase  in  the  limitation  of  80  percent 
of  value  set  forth  in  subdivision  (i)  of 
subparagraph  (1)  of  paragraph  (a)  of 
§  145.&-1  of  the  rules  and  regulations  fot 
the  Federal  Savings  and  Loan  System 
(24  CJFR  145.6-1)  and  for  the  purpose 
of  liberalizing  said  limitation  as  herein¬ 
after  set  forth,'  hereby  amends  said 
§  145.6-1  by  inserting  in  said  section,  im¬ 
mediately  after  subparagraph  (3)  of 
paragraph  (a)  thereof,  the  following 
new  subparagraph,  effective  October  23, 
1958: 

§  145.6-1  Lending  powers  under  sec¬ 
tions' 13  and  14  of  Charter  K.  *  *  * 

(a)  Homes  or  combination  of  homes 
and  business  property.  *  •  * 

(4)  Loans  in  excess  of  80  percent  of 
value.  The  limitation  of  80  percent  set 
forth  in  subdivision  (i)  of  subparagraph 
(1)  of  this  paragraph  shall  be  90  percent 
in  the  case  of  any  loan  with  respect  to 
which  the  following  requirements  are 
met:  ' 

(i)  The  association,  at  the  time  of  any 
disbursement  on  the  loan,  has  general 
reserves  and  surplus  equal  to  at  least 
3  percent  of  the  association’s  capital; 

(ii)  The  loan  is  made  upon  the  se¬ 
curity  of  a  first  lien  upon  real  estate 
upon  which  there  is  located  a  structure 
designed  for  residential  use  for  one 
family,  the  construction  of  which  has 
been  completed  prior  to  the  date  on 
which  the  security  instrument  securing 
the  loan  is  executed  and  prior  to  the  date 
on  which  any  disbursement  on  the  loan 
is  made,  and  upon  which  there  is  not  lo¬ 
cated  any  other  structure  designed  or 
used  in  whole  or  in  part  for  use  as  a 
dwelling  or  any  structure  designed  or 
used  in-whole  or  in  part  for  any  business 
use  or  for  any  use  not  ancillary  to  the 
residential  use  aforesaid; 

(iii)  The  principal  obligation  of  the 
loan  is  specified  in  the  security  instru¬ 
ment  securing  the  loan  and  does  not  ex¬ 
ceed  (a)  $18,000,  (b)  90  percent  of  the 
value  of  the  real  estate,  or  (c)  90  percent 
of  the  purchase  price  set  forth  in  the 
certification  specified  in  subdivision  (vii) 
of  this  subparagraph,  whichever  is 
lowest; 

(iv)  The  loan  contract  requires  that, 
in  addition  to  interest  and  principal  pay¬ 
ments  on  the  loan,  the  equivalent  of  one- 
twelfth  of  the  estimated  annual  taxes, 
assessments,  and  insurance  premiums  on 
the  real  estate  security  be  paid  monthly 
in  advance  to  the  association; 

(V)  The  borrower  has  executed,  not 
earlier  than  the  date  on  which  the  secu¬ 
rity  instrument  securing  the  loan  is  ex¬ 
ecuted  and  not  later  than  the  date  on 
which  any  disbursement  on  the  loan  is 
made,  a  certification  in  writing  to  the 
association  stating  (a)  that  the  loan  is 
sought  for  the  purpose  of  enabling  the 
borrower  to  purchase  the  security  prop¬ 
erty  from  a  vendor  or  vendors  named 
therein;  (b)  that  no  lien  or  charge  upon 
such  property,  other  than  the  lien  of 
the  association  or  liens  or  charges  which 


will  be  discharged  from  the  proceeds  (tf 
the  loan,  has  been  given  or  executed  by 
the  borrower  or  has  been  contracted  or 
agreed  to  be  so  given  or  executed;  and 
(c)  that  the  borr(iwer  is  actually  occupy¬ 
ing  the  property  as  a  dwelling  or  that 
the  borrower  in  good  faith  intends  to  do 
so; 

(vi)  The  vendor  or  vendors  have  exe-  • 
cuted,  not  earlier  nor  later  than  the 
dates  specified  in  subdivision  (v)  of  this 
subparagraph,  a  certification  in  writing  ! 
to  the  association  stating  that  no  lien 

or  charge  upon  such  prc^erty,  other  than 
the  lien  of  the  association  or  liens  or 
charges  which  will  be  discharged  from 
the  proceeds  of  the  loan,  has  been  given 
or  executed  to  the  vendor  or  vendors  by 
the  borrower  or  has  been  contract^  or 
agreed  to  be  so  given  or  executed; 

(vii)  The  borrower  and  the  vendor  or 
vendors  have  jointly  executed,  prior  to 
approval  of  the  loan,  a  certification  in 
writing  to  the  association  stating  (a)  the 
purchase  price  of  the  security  property 
and  the  items  comprising  such  price  and 
(b)  that  there  is  outstanding  a  contract 
or  agreement  between ,  the  vendor  or 
vendors  and  the  borrower  that  the  secu¬ 
rity  property  will  be  conveyed  to  the 
borrower ; 

(viii)  The  association  has  obtained, 
prior  to  approval  of  the  loan,  -a  written 
report  on  the  credit  standing  of  the 
borrower  and  the  financial  ability  of  the 
borrower  to  undertake  and  pay  off  the 
obligation  involved  in  the  loan;  and 

(ix)  The  resulting  aggregate  of  the 
principal  amount  of  such  loan  as  spec¬ 
ified  in  accordance  with  subdivision  (Ui). 
of  this  subparagraph  and  of  the  asso-  ^ 
ciation’s  investment  in  the  principk  | 
amount  of  all  other  loans  made  unda^-1 
this  subparagraph,  exclusive  of  any  loan?^ 
with  respect  to  which  the  association’s  1 
investment  in  the  principal  aihount 
thereof  does  not  exceed  80  percent  erf  the  . 
value  of  the  property  according  to  the  ^ 
appraisal  on  which  such  loan  was  made 
(or  80  percent  of  the  purchase  price  set  " 
forth  in  the  certification  specified  in  sub-  j 
division  (vii)  of  this  subparagraph,  if 
such  purchase  price  is  less  than  such  j 
value),  does  not,  at  the  time  of  any  dis-  ,i 
bursement  on  such  loan,  exceed  10  per- 
cent  of  the  association’s  capital.  | 

The  record  of  each  such  loan  shall  show  | 
the  date  and  amoimt  of  the  appraisal  on  | 
which  the  loan  was  made  and  the  date  rf  4 
approval  of  the  loan,  and  the  association  : 
shall,  so  long  as  the  loan  is  outstanding  J 
and  in  any  event  for  a  period  of  at  least  ^ 
three  years  from  the  date  of  any  dis-  ^ 
bursement  on  the  loan,  retain  in  its  rec- 
ord  of  the  loan  the  foregoing  data  and 
all  reports  and  certifications  referred  to 
in  this  subparagraph.  Notwithstanding 
any  other  provision  of  this  part,  a  Fed- 
eral  association,  without  the  prior  writ-^^ 
ten  approval  by  the  Board,  may  not  par-  ^ 
ticipate  in  the  making  of,  and  may  not  i 
purchase  or  sell,  any  loan,  and  may  not  ^ 
purchase  or  sell  any  participation  in  any 
loan,  made  under  the  provisions  of  thi8  | 
subparagraph:  Provided,  That  the  pro*  '^ 
visions  of  this  sentence  shall  not  appb  ^ 
to  any  loan  the  unpaid  principal  of  which 
does  not  exceed  80  percent  of  the  value  ^ 
of  the  property  according  to  the  a^^| 
praisal  on  which  such  loan  was 


Thursday,  October  23,  1958 

and  does  not  exceed  80  percent  of  the 
oordiase  price  set  forth  in  the  certifi- 
specified  in  subdivision  (vii)  of 
this  subparagraph. 

Resolved  further  that,  as  this  amend¬ 
ment  only  relieves  restriction,  the  Board 
hereby  finds  that  notice  and  public  pro¬ 
cedure  thereon  are  unnecessary  under 
the  provisions  of  §  108.12  of  the  general 
regulations  of  the  Federal  Home  Loan 
Bank  Board  (24  CFR  108.12)  or  section 
4  (a)  of  the  Administrative  Procedure 
Act  and,  as  such  amendment  relieves  re¬ 
striction,  deferment  of  the  effective  date 
thereof  is  not  required  under  section  4 
(c)  of  said  act. 

(See.  5.  48  Stat.  132,  as  amended;  12  U.  S.  C. 
1464) 

Dated;  October  17,  1958. 

By  the  Federal  Home  Loan  Bank  Board. 

[S*al]  Harry  W.  Caulsen, 

Secretary. 

IF.  R.  Doc-  58-8783;  Filed,  Oct.  22,  1958; 
8:51  a.  m.] 


Chopter  II — Federal  Housing  Ad¬ 
ministration,  Housing  and  Home 
Finance  Agency 

Svbchopter  D — Multifamily  and  Group  Housinu 
Insurance 

Past  232 — Multifamily  Housing  Insur¬ 
ance;  Eligibility  Requirements  of 
Mortgage  Covering  Multifamily 
Housing 

Part  241 — Cooperative  Housing  Insur¬ 
ance;  Eligibility  Requirements  for 
Project  Mortgage 

miscellaneous  amendments 

1,  In  §  232.19  paragraph  (c)  (5)  is 
amended  to  read  as  follows: 

S  232.19  Required  supervision  of  pri¬ 
vate  mortgagors.  *  *  * 

(c)  Requirements  incident  to  insur¬ 
ance  of  advances.  *  *  • 

(5)  The  mortgagor  shall  furnish  as¬ 
surance  of  completion  of  the  project  in 
a  form  and  amount  approved  by  the 
Commissioner,  as  follows: 

(i)  A  bond  of  a  surety  company  with 
the  mortgagor  and  mortgagee  as  joint 
obligees  in  the  penal  sum  of  at  least  10 
percent  of  the  estimated  cost  of  con¬ 
struction  of  the  project;  or 

(ii)  An  escrow  deposit  under  an  agree¬ 
ment  with  the  mortgagee,  or  with  a  de¬ 
pository  satisfactory  to  the  mortgagee 
and  the  Commissioner,  of  cash,  or  of 
securities  of,  or  fully  guaranteed  as  to 
principal  and  interest  by,  the  United 
States  of  America,  in  an  amount  at  least 
equal  to  10  percent  of  the  estimated  cost 
of  construction  of  the  project. 

(8«c.  ail,  62  stat.  23,  as  amended;  12  U.  S.  C. 
1716b.  Interprets  or  applies  sec.  207,  52  Stat. 
16,  as  amended;  12  U.  S.  C.  1713) 

2.  In  §  241.27  paragraph  (d)  is 
amended  to  read  as  follows: 

^  S  241.27  Assurances  of  completion, 

(d)  The  mortgagor  shall  furnish 
•aaurance  of  completion  of  the  project  in 
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a  form  and  amount  approved  by  the 
Commissioner,  as  follows: 

(1)  A  bond  of  a  surety  company  with 
the  mortgagor  and  mortgagee  as  joint 
obligees  in  the  penal  sum  of  at  least  10 
percent  of  the  estimated  cost  of  construc¬ 
tion  of  the  project;  or 

(2)  An  escrow  deposit  under  an  agree¬ 
ment  with  the  mortgagee,  or  with  a 
depository  satisfactory  to  the  mortgagee 
and  the  Commissioner,  of  cash,  or  of 
securities  of,  or  fully  guaranteed  as  to 
principal  and  interest  by,  the  United 
States  of  America,  in  an  amount  at  least 
equal  to  10  percent- of  the  estimated  cost 
of  construction  of  the  project. 

(Sec.  211,  52  Stat.  23,  as  amended;  12  U.  S.  C. 
1715b.  Interprets  or  applies  sec.  213,  64  Stat. 
54,  as  amended;  12  U.  S.  C.  1715e) 

Issued  at  Washington,  D.  C.,  October 
20,  1958. 

Norman  P.  Mason, 
Federal  Housing  Commissioner. 


[P.  R.  Doc.  58-8773;  FUed,  Oct.  22,  1958; 
8:49  a.  m.) 


TITLE  39— POSTAL  SERVICE 

Chapter  l<— Post  Office  Department 


Part  201 — Procedures  of  the  Post 
Office  Department 

RULES  OF  PROCEDURE  FOR  BOARD  OF 
CONTRACT  APPEALS 

In  Part  201,  Procedures  of  the  Post 
Office  Department  (23  F.  R.  3775) ,  make 
the  following  changes: 

1.  Redesignate  Subpart  L — Rule  Mak¬ 
ing  Procedures  of  the  Post  Office  Depart¬ 
ment  as  Subpart  M;  and  renumber 
§  201.100  Rule  making  as  §  201.150. 

2.  Insert  a  new  Subpart  L  to  read  as 
follows: 

SUBPART  L — RULES  OF  PROCEDURE  FOR  THE 
«  BOARD  OF  CONTRACT  APPEALS 

Sec. 

201.101  Purpose. 

201.102  Membership. 

201.103  Office. 

201.104  Authority. 

201.105  Decision  of  the  Contracting  Officer. 

201.106  Appeal. 

201.107  Reconsld^atlon. 

201.108  Duties  of  Department  Counsel. 

201.109  Practice. 

201.110  Pre-hearing  conference. 

201.111  Settlement.  , 

201.112  Depositions. 

201.113  Stipulations. 

201.114  Hearing. 

201.115  Continuance. 

201.116  Procedme. 

201.117  Service. 

201.118  Decisions. 

201.119  Reconsideration  by  the  Board.  * 

201.120  Conflicts. 

AxtthoRitt:  §{  201.101  to  201.120  issued 
under  R.  S.  161,  396,  as  amended,  sec.  1  (b), 
63  Stat.  1066;  5  U.  S.  C.  22.  133Z-15.  369. 

§  201.101  Purpose.  This  subpart  in’e- 
scribes  the  fimctions  and  rules  of  proce¬ 
dure  of  the  Board  of  Contract  Appeals. 

§  201.102  Membership.  The  Board  of 
Contract  Appeals  consists  of  three 
members: 

(a)  The  Judicial  Officer  of  the  Post 
Office  Department  who  is  the  Chairman. 

(b)  An  attorney  designated  by  the 
General  Counsel  from  among  those  on 
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his  staff  who  shall  serve  one  year  from' 
the  date  of  appointment. 

(c)  A  member  of  the  Headquarters 
staff  designated  by  the  Deputy  Post¬ 
master  General  who  shall  serve  one  year 
from  the  date  of  appointment.  An 
alternate  may  be  appointed  for  any 
absent  or  disqualified  member.  No  mem¬ 
ber  of  the  Board  may  consider  an  appeal 
if  he  has  participated  in  the  formulation 
or  administration  of.  or  has  any  interest, 
directly  or  indirectly,  in  the  contract  in 
dispute. 

§  201.103  Ojfflce.  The  Office  of  the 
Board  of  Contract  Appeals  shall  be  in 
the  Office  of  the  Judicial  Officer  in  the 
Post  (Dffice  Department  Building,  Wash¬ 
ington  25,  D.  C.  A  suitable  docket  of 
contract  appeals  cases  shall  be  main¬ 
tained  for  public  inspection  at  that 
office. 

§  201.104  Authority.  As  the  duly  au¬ 
thorized  representative  of  the  Post¬ 
master  General,  the  Board  is  authorized 
to  exercise  the  full  authority  of  thd  Post¬ 
master  General  in  all  cases  in  which,  by 
the  terms  of  a  contract,  the  contractor 
may  appeal  from  findings  of  fact  or  deci¬ 
sions  of  a  contracting  officer  or  contract 
administrator  to  the  Postmaster  General 
or  his  representative.  The  Board  has 
the  authority  to  conduct  hearings,  dis¬ 
miss  proceedings,  order  the  production 
of  dociunents  or  other  evid^ice  and  take 
official  notice  of  facts  within  general 
knowledge  and  decide  all  questions  of 
fact  and  law  raised  by  the  appeal.  Deci¬ 
sions  of  the  Board  are  by  a  majority  of 
the  Board  except  as  hereinaft^  pro¬ 
vided.  There  is  no  further  administra¬ 
tive  appeal  from  the  decision  of  the 
Board. 

§  201.105  Decision  of  the  Contracting 
Officer.  The  Contracting  Officer  shall  be 
required  to  promptly  make  a  written 
decision  in  which  he  shall  decide  every 
material  fact  in  dispute  or  other  matter 
from  which  an  appeal  to  the  Board  may 
be  taken.  A  copy  of  the  decision  shall 
be  furnished  to  the  contractor. 

§  201.106  Appeal — (a)  Notice.  An  ap¬ 
peal  from  a  finding  of  fact  or  decision 
of  the  Contracting  Officer  may  be  made 
by  notice  of  appeal  in  writing,  addressed 
to  the  Postmaster  General  within  30  days 
from  the  date  of  receipt  of  the  written 
decision  of  the  Contracting  Officer  unless 
otherwise  provided  in  the  contract.  The 
notice  shall  be  delivered  to  the  Contract¬ 
ing  Officer  and  shall  identify  the  con¬ 
tract  and  the  Contracting  Officer  and 
specify  the  portion  of  the  findings  of  fact 
or  decision  from  which  the  appeal  is 
taken.  The  notice  shall  be  signed  by  the 
contractor  or  his  attorney. 

(b)  Petition.  A  petition  in  support  of 
the  appeal  shall  be  filed  by  the  appellant 
with  the  Board  within  30  days  after  the 
mailing  or  filing  of  the  notice  of  appeaL 
The  petition  should  set  forth: 

(1)  A  summary  of  the  decision  of  the 
Contracting  Officer  on  the  dispute  from 
which  the  appeal  is  taken. 

(2)  A  simple,  concise  and  direct  state¬ 
ment  of  each  claim  upon  which  fhe  eon- 
trsxtor  relies  and  the  reasons  why  the 
finding.^  or  decision  are  deemed 
erroneous. 
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(3)  Documentary  evidence  when  ap¬ 
plicable  in  support  of  claims  as  exhibits 
to  the  petition. 

(c)  Reply.  The  contractor  may  file  a 
reply  within  15  days  after  receipt  of  the 
answer  of  Department  counsel  provided 
in  S  201.108  (b). 

(d)  Contracting  Offlcer.  The  Con¬ 
tracting  Officer  shall  forward  any  notice 
of  appeal  received  by  him  immediately 
to  the  Chairman  of  the  Board.  In  any 
case  in  which  the  original  notice  of  ap¬ 
peal  is  filed  directly  with  the  Board, 
the  Chairman  shalb  immediately  for¬ 
ward  two  copies  to  the  Contracting  Offi¬ 
cer.  Within  15  days  from  the  date  of 
receipt  of  the  notice  of  appeal  or  copies 
thereof,  the  Contracting  Officer  shall 
furnish  one  copy  of  the  notice  of  appeal 
to  the  General  Counsel  for  use  of  the 
Department  Counsel  together^  with  an 
appeal  file  consisting  of:  (1)  The  de¬ 
cision  from  which  the  appeal  is  taken, 
(2)  any  and  aU  findings  of  fact  that  may 
have  been  made  in  connection  with  the 
dispute,  (3)  all  documents  relied  upon  in 
making  findings  or  decision,  (4)  the  con¬ 
tractor’s  claim  in  connection  with  the 
dispute,  (5)  a  copy  of  the  contract  and 
pertinent  plans,  specifications,  amend¬ 
ments  and  change  orders,  (6)  all  cor¬ 
respondence  between  the  parties  relat¬ 
ing  to  the  dispute,  (7)  transcripts  of  any 
testimony  taken  in  connection  with  the 
dispute  in  addition  to  any  affidavits  or 
statements  of*  any  witnesses  that  were 
made' prior  to  the  notice  of  appeal  and 
<6)  any  other  information  which  the 
Contracting  Officer  may  consider  ma¬ 
terial.  True  copies  may  be  substituted 
for  originals  in  this  file. 

S  201.107  Reconsideration.  The  Con¬ 
tracting  Officer  may  reconsider  his  de¬ 
cision  during  the  period  allowed  for  ap¬ 
peal  and  should  the  decision  be  modified 
or  changed  during  that  period  the  time 
for  appeal  shall  be  computed  from  the 
date  the  modification  or  change  is  served 
on  the  contractor. 

S  201.108  Duties  of  Department  Coun¬ 
sel.  (a)  The  Department  Counsel,  des¬ 
ignated  by  the  General  Counsel,  shall 
upon  receipt  of  the  appeal  file,  notify 
the  contractor,  or  his  attorney,  of  his 
designation,  furnish  him  with  a  copy  of 
these  rules  and  inform  him  that  the 
appeal  file  is  available  at  his  office  for 
inspection  by  the  contractor  or  his 
attorney. 

(b)  Within  30  days  after  receipt  of 
the  petition  by  the  Board,  the  Depart¬ 
ment  Counsel  shall  transmit  to  the 
Board  an  answer  stating  the  Govern¬ 
ment’s  position  on  each  claim  asserted 
and  if  desired,  or  requested  by  the  Board, 
a  supporting  brief.  The  appeal  file  shall 
be  transmitted  with  the  answer.  It  shall 
thereafter  be  available  for  inspection  by 
either  party  in  the  offices  of  the  Board. 

§  201.109*  Practice.  Any  contractor 
may  appeal  in  person,  through  an  officer 
of  the  corporation  or  any  attorney  ad¬ 
mitted  to  practice  before  the  Post  Office 
Department  in  accordance  with  Part  202 
of  this  chapter. 

S  201.110  Pre-hearing  conference. 

(a)  The  Chairman  may  direct  the  par¬ 
ties  to  appear  before  the  Board  or  a 


member  designated  by  the  Chairman  at 
a  specified  time  and  place  for  a  con¬ 
ference  to  consider: 

(1)  Simplification  of  issues; 

(2)  Possibility  of  obtaining  stipula¬ 
tions  as  to  admissions  of  fact  and  intro¬ 
duction  of  documents; 

(3)  Limitation  of  the  number  of  ex¬ 
pert  witnesses,  if  a  hearing  is  to  be  held, 
and 

(4)  Such  other  matters  as  may  aid  in 
the  disposition  of  the  matter. 

(b)  The  results  of  the  conference  shall 
be  reduced  to  writing  by  the  Board  or 
the  member  designated  by  the  Chairman 
and  made  a  part  of  the  record. 

§  201.111  Settlement.  A  dispute  may 
be  settled  at  any  time  (a)  by  the  con¬ 
tractor  filing  written  notice  withdrawing 
his  appeal,  (b)  by  written  stipulation 
between  the  contractor  and  the  Con¬ 
tracting  Officer  approved  by  the  Board 
settling  either  the  entire  dispute  or  any 
part  thereof.  The  appeal  shall  continue 
as  to  any  issues  remaining  in  dispute. 

§  201.112  Depositions,  (a)  Deposi¬ 
tions  upon  oral  examination  or  upon 
written  interrogatories  may  be  taken  by 
either  party  ani  used  evidence  at  the 
hearing  when  relevant  and  material  to 
the  case. 

(b)  Depositions  may  be  taken  before 
any  person  authorized  by  laws  of  the 
Unit^  States  or  by  the  laws  of  the  place 
where  they  are  taken  to  administer  oaths. 

(c)  Either  party  may  take  a  deposition 
of  a  witness  by  giving  the  opposite  party 
at  least  15  days  notice  in  writing  of  the 
time  and  place  where  such  deposition  will 
be  taken.  The  notice  shall  contain;  The 
name,  address  and  official  title  of  the  of¬ 
ficer  before  whom  it  is  proposed  to  take 
the  deposition;  the  name  of  the  witness 
and  the  address;  whether  the  deposi¬ 
tion  will  be  taken  on  oral  examination  or 
written  interrogatories.  The  parties  may 
stipulate  in  writing  the  requirements  of 
the  notice  in  which  case  the  notice  can 
be  dispensed  with.  If  the  deposition  is 
to  be  taken  on  written  interrogatories, 
two  copies  thereof  should  accompany  the 
notice  or  stipulation.  The  opposing 
party  may  serve  cross  interrogatories  to 
be  propounded  to  the  witness  within  10 
days  after  receipt  of  the  interrogatories, 
by  forwarding  them  to  the  officer  desig¬ 
nated  to  take  the  deposition  and  simul¬ 
taneously  forwarding  a  copy  to  his 
opponent. 

(d)  A  deposition  taken  under  the  pro¬ 
visions  of  this  rule  may  be  offered  in 
whole  or  in  part  by  either  party.  Depo¬ 
sitions  will  not  be  considered  as  evidence 
until  they  have  been  offered  and  received 
as  such.  All  objections  made  at  the  time 
of  the  taking  of  the  deposition  will  be 
passed  on  at  the  hearing  by  the  Board 
which  may  exclude  any  part  determined 
to  be  irrelevant,  immaterial  or  otherwise 
not  admissible  as  evidence  in  the  pro¬ 
ceedings. 

§  201.113  Stipulations.  The  parties 
may  stipulate  in  writing  as  to  any  facts 
that  are  relevant  and  material  to  the  is¬ 
sues  involved  and  what  documents  or 
facts  may  be  received  in  evidence  with¬ 
out  formal  proof  subject  to  relevance  and 
materiality. 
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§  201.114  Hearing.  The  contractor 
may  submit  the  case  on  the  record  or  re¬ 
quest  a  hearing.  The  Board  shall,  at  the 
request  of  either  party  within  15  days 
after  the  answer  is  filed,  grant  a  hearing. 
In  the  absence  of  a  request,  the  Board 
may,  in  its  discretion,  order  a  hearing  qq 
any  appeal.  The  parties  will  be  given  a 
minimum  of  15  days’  notice  in  writing  of 
the  time  and  place  of  the  hearing.  The 
hearing  may  be  conducted  by  the  entire 
Board  or  one  member  of  the  Board  in  the  ' 
discretion  of  a  majority  of  the  Board. 
If  the  hearing  is  conducted  by  one  mem- 
ber  at  least  one  other  member  must  con¬ 
cur  in  the  decision  of  the  member  who 
conducted  the  hearing  before  it  shall  be¬ 
come  a  decision  of  the  Board  of  Contract 
Appeals.  All  hearings  shall  be  held  in 
Washington,  D.  C.,  imless  upon  motion 
of  either  party  the  Board  shall  determine 
for  good  cause  shown  that  the  hearing 
shall  be  held  elsewhere. 

1201.115  Continuance.  Any  time 
after  notice  of  appeal  is  filed,  the  Board 
may  grant  a  continuance  for  the  filing  o{ 
any  document. 

§201.116  Procedure,  (a)  Insofaris 
possible  hearings  shall  be  informal 
Both  parties  may  offer  oral  and  written 
evidence,  subject  to  the  exclusion  by  the 
Board  or  the  presiding  member  of  any 
irrelevant,  immaterial  or  >  repefitioos 
evidence.  The  general  procedure  as  to 
the  introduction  of  evidence  and  tiie 
calling  of  witnesses  shall  be  in  the  dia> 
cretion  of  the  Chairman  or  the  presiding 
member. 

(b)  Attention  of  the  witnesses  shall 
be  invited  to  18  U.  S.  C.  1621.  Testi¬ 
mony  shall  be  under  oath  or  afflrmatioiL 
All  witnesses  may  be  examined  or  cross* 
examined  by  the  Board,  the  parties,  or 
counsel. 

(c)  The  Board  shall  make  provision 
for  a  transcript  of  the  hearing  wbidi 
ordinarily  shall  be  a  verbatim  transcript 
But  the  Board  with  the  consent  of  the . 
contractor  may  in  its  discretion  direct  a 
summary  of  the  transcript  to  be  pre¬ 
pared  in  lieu  of  the  verbatim  transc^ 
If  at  the  direction  of  the  Board  a  sum¬ 
mary  is  prepared,  the  contractor  and 
Department  Counsel  shall  either  indicate 
in  writing  that  it  is  accurate  or  file  spe¬ 
cific  written  objections  for  resolution  hi 
the  Board. 

§  201.117  Service.  The  parties  shall 
file  with  the  Board  an  original  and  two 
copies  of  all  pleadings,  except  the  notice 
of  appeal  and  the  appeal  file,  and  shaD 
at  the  same  time  serve  a  copy  on  the 
opposing  party  or  his  representative  of 
record.  Service  of  papers  shsdl  be  made 
in  person  or  by  certified  mail. 

§  201.118  Decisions.  Decisions  of  the 
Board  reflect  the  opinion  of  a  majority  cl 
the  members.  A  copy  of  the  declsloa 
shall  be  furnished  to  both  parties  and 
shall  be  available  for  public  inspection  is 
the  Post  Office  Department  Library. 

§  201.119  Reconsideration  by 
Board.  A  request  for  reconsideration  bf 
the  Board  may  be  filed  within  30  daji 
after  the  date  of  the  decision.  Recoup 
eration  of  any  decision  may  be  grantee 
if,  in  the  judgment  of  the  Board,  suffi* 
cient  reason  therefor  appears. 
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8  201.120  Conflict$.  Any  conflict  be¬ 
tween  this  subpart  and  specific  provisions 
any  contract  in  dispute  shall  be  re¬ 
vived  in  favor  of  the  provisions  of  the 

contract. 

CROSS  eeferewce:  F<?r  establishment  and 
duties  of  the  Board  of  Contract  Appeals,  see 
p  B.  Doc.  68-8785,  In  Notices  Section,  in/ro. 

[seal]  Herbert  B.  Warburton, 

General  Counsel. 

The  foregoing  are  adopted  as  rules  of 
the  Post  OfBce  Department. 

Charles  D.  Ablard, 
Judicial  Officer  for  the 
Post  Office  Department. 

rp  B.  Doc.  58-8786;  Piled,  Oct.  22,  1958; 
‘  ’  8:51  a.  m.l 


PROPOSED 
RULE  MAKING 

federal  home  loan  bank 

BOARD 

[  24  CFR  Part  145  ] 

[No.  11,950] 

Operations 

SAtKS  COMMISSIONS  AND  RELATED  BIATTERS 

Resolved  that,  pursuant  to  Part  108  of 
the  general  regvUations  of  the  Federal 
Home  Loan  Bank  Board  (24  CFR  Part 
108)  and  §  142.1  of  the  rules  and  regu- 
laflons  for  the  Federal  Savings  and  Loan 
System  (24  CFR  142.1),  is  is  hereby 
proposed  that,  pursuant  to  sec.  5, 
48  Stat.,  132,  as  'amended  (12  U.  S.  C. 
1464),  §145.1  of  the  rules  and  regulations 
for  fee  Federal  Savings  and  Loan  Sys¬ 
tem  (24  CFR  145.1)  be  amended  by  sfti 
amendment  the  substance  of  which  is  as 
follows: 

The  third  sentence  of  §  145.1  of  the 
rules  and  regulations  for  the  Federal 
Savings  and  Loan  System  is  hereby 
amended  to  read  as  follows:  “No  Fed¬ 
eral  association  shall  pay  any  sales  com¬ 
mission  contrary  to  the  terms  of  §  163.25 
of  this  chapter  or  do  any  act  prohibited 
by  fee  terms  of  said  section.” 

Resolved  further  that  all  interested 
persons  are  hereby  given  the  opportunity 
to  subnUt  written  data,  views,  or  argu¬ 
ments  bn  the  following  subjects  and 
issues:  (1)  Whether  said  proposed 
amendment  should  be  adopted  as  pro¬ 
posed;  (2)  whether  said  proposed 
amendment  should  be  modified  and 
adopted  as  modified;  (3)  whether  said 
proposed  amendment  should  be  rejected. 
All  such  written  data,  views,  or  argu¬ 
ments  must  be  received  through  the  mail 
or  otherwise  at  the  office  of  the  Secre¬ 
tary,  Federal  Home  Loan  Bank  Board, 
^eral  Home  Loan  Bank  Board  Build- 
101  Indiana  Avenue,  Northwest, 
Washington  25,  D.  C.,  not  later  than 
iJ®ce*nber  9,  1958,  to  be  entitled  to  be 
wnaidered,  but  any  received  later  may 
considered  in  the  discretion  of  the 
J*dMal  Home  Loan  Bank  Board.  A 
hearing  will  be  held  on  December  9,  1958, 
No.  208 - ^2 


at  10:00  a.  m.,  e.  s.  t.,  in  Room  827,  Fed¬ 
eral'  Home  Loarr  Bank  Board  Building, 
101  Indiana  Avenue  NW.,  Washington, 
D.  C.,  before  the  Federal  Home  Loan 
Bank  Board,  a  member  thereof,  or  a 
Hearing  Officer  designated  by  the  Board, 
for  the  purpose  of  receiving  evidence, 
oral  views,  and  arguments  on  the  sub¬ 
jects  and  issues  aforesaid  and  on  the 
subjects  and  issues  set  forth  in  Federal 
Home  Loan  Bank  Board  Resolution  No. 
FSLIC-545,  dated  October  17,  1958. 

Dated:  ’October  17,  1958. 

By  the  Federal  Home  Loan  Bank 
Board. 

[seal]  Harry  W.  Cattlsen, 

Secretary. 

[P.  R.  Doc.  58-8782;  Piled,  Oct.  22,  1958; 

8:50  a.  m.] 


[  24  CFR  Port  163  ] 

[No.  PSLIO-646] 

Operations 

SALES  COMMISSIONS  AND  RELATED  MATTERS 

Resolved  that,  pursuant  to  Part  108 
of  the  general  regulations  of  the  Federal 
Home  Loan  Bank  Board  (24  CFR  Part 
108)  and  §  167.1  of  the  rules  and  regula- 
tions  for  insurance  of  accounts  <24  CFR 
167.1) ,  it  is  hereby  proposed  that,  pursu¬ 
ant  to  sections  402  and  403, 48  Stat.  1256, 
1257,  as  amended  (12  U.  S.  C.  1725, 1726) , 
§§  163.24,  163.26.  and  163.26  of  the  rules 
and  regulations  for  insurance  of  accoimts 
(24  CFR  163.24,  163.25,  and  163.26)  be 
amended  by  amendments  the  substance 
of  which  is  as  follows: 

Section  163.24  of  the  rules  and  regula¬ 
tions  for  insurance  of  accounts  is  hereby 
amended  by  striking  the  language  “for 
approval  by  the  Corporation”,  and 
§§  163.25  and  163.26  of  the  rules  and  reg¬ 
ulations  for  insurance  of  accounts  are 
hereby  amended  to  read  as  follows: 

§  163.25  SaUs  commissions — (a)  Gen¬ 
eral  provisions.  Except  as  provided  in 
paragraphs  (b),  (c).  and  (d)  of  this  sec¬ 
tion,  no  insured  institution  shall,  directly 
or  indirectly — 

(1)  Pay  any  sales  commission  except 
to  an  employee  of  such  institution; 

(2)  Pay  to  any  employee  of  such  in¬ 
stitution  any  sales  commission  the  pay¬ 
ment  or  the  amoimt  of  which  is  based 
in  whole  or  in  part  upon  the  opening  or 
increasing  of  any  account  or  accounts  in 
such  institution,  except  a  prize  in  cash  or 
otherwise  for  participating  in  a  new  ac- 
coimt  drive  or  contest  conducted  by  such 
institution;  or 

(3)  Allow  to  any  person  any  discount 
or  rebate  on  or  with  respect  to  any  ac¬ 
count  in  such  institution  if  the  allowance 
or  the  amount  of  such  discount  or  rebate 
is  dependent  in  whole  or  in  part  upon 
another  person’s  having  solicited  or  ob¬ 
tained  the  opening  or  increasing  of  any 
account  or  accounts  in  such  institution, 
or  enter  into  any  contract  or  agreement 
imder  which  any  person  other  than  such 
institution  is  allowed  to  collect  or  receive 
from  any  other  person  (except  such  in¬ 
stitution)  any  compensation  for  or  in 
connection  with  the  opening  or  increas¬ 


ing  of  any  account  or  accounts  in  such 
institution. 

(b)  Exceptions.  The  provisions  of 
this  section  shall  not  prohibit  any  action 
which — 

(1)  Is  permitted  by  paragraph  (c)  or 
paragraph  (d)  of  this  section;  or 

(2)  Constitutes  the  giving  of  a  give¬ 
away  within  the  meaning  of  §  163.24  but 
is  not  prohibited  by  §  163.24  for  the  rea¬ 
son  that  such  give-away  does  not  exceed 
the  monetary  value  (as  defined  in  said 
section)  which  is  permitted  by  said 
section. 

(c)  Saving  clause;  use  of  agents — (1) 
General  provisions.  The  provisions  of 
this  section  shall  not  prohibit  the  pay¬ 
ment*  of  sales  commissions,  within  the 
limitations  of  this  paragraph,  by  any  in¬ 
sured  institution  which  on  October  17. 
1958,  whether  or  not  it  was  then  an  in¬ 
sured  institution,  was  utilizing  one  or 
more  agents  havli^  on  said  date  one  or 
more  offices  located  within  such  institu-' 
tion’s  regular  lending  area  and  no  agent 
who  then  had  any  office  located  outside 
such  area  or  was  being  utilized  as  an 
agent  by  any  other  building  and  loan, 
savings  and  loan,  or  homestead  associa¬ 
tion  or  cooperative  bank. 

(2)  Limitations.  Sales  commissions 
permitted  by  this  paragraph  shall  be 
only  such  as  are  payable  to  an  agent  or 
agents  having  one  or  more  offices  located 
within  such  institution’s  regular  lending 
area  and  having  no  office  located  outside 
such  area.  No  such  commissions,  ex¬ 
cept  to  the  extent  that  the  same  are 
separately  ascertainable  compensation 
for  services  other  than  soliciting  or  ob¬ 
taining  the  opening  or  increasing  of  an 
account  or  accounts  in  such  institution, 
shall  exceed,  in  amount  or  value,  two 
percent  of  the  amounts  of  funds  trans¬ 
mitted  through  such  office  or  offices  to 
the  insured  institution  for  the  opening 
or  increasing  of  accounts  in  such  insti¬ 
tution.  As  used  in  this  paragraph,  the 
following  terms  have  the  following' 
meanings: 

(1)  The  term  “agent”  means  a  person 
employed,  engaged,  or  retained  by  an 
institution  for  services  consisting  in 
whole  or  in  part  of  soliciting  or  obtain¬ 
ing  the  opening  or  increasing  of  accounts 
in  such  institution,  and  except  as  used 
in  subparagraph  (1)  of  this  paragraph 
means  such  a  person  other  than  an  indi¬ 
vidual  who  is  an  officer  or  a  director  of 
such  institution;  and 

(ii)  The  term  “office”  means  a  place  of 
business  which  an  agent  of  an  institu¬ 
tion  maintains  for  soliciting  or  obtaining 
the  opening  of  increasing  of  accounts  in 
such  institution. 

(d)  Saving  clause;  use  of  salesmeip— 
(1)  General  provisions.  The  provisions 
of  this  section  shall  not  prohibit  the 
pasrment  of  sales  commissions,  within  the 
limitations  of  this  paragraph,  by  an  in¬ 
sured  institution^  which  on  October  17, 
1958,  whether  or  not  it  was  then  an  in¬ 
sured  institution,  was  utilizing  one  or 
more  salesmen. 

(2)  Limitations.  Sales  commissions 
permittedhy  this  paragraph  shall  be  only 
such  as  are  payable  to  a  salesman  or 
salesmen  having  no  office  as  defined  in 
the  last  sentence  of  this  subparagraph. 
No  such  commissions,  so  far  as  the 
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groups  of  persons  and  artificial  penoia 
and  includes  investors. 

'Resolved  further  that  all  interestn 
persons  are  hereby  given  the  opportuiib 
to  submit  written  data,  ,views,  or  arm. 
ments  on  the  following  subjects  and 
issues:  (1)  Whether  said  proposed 
amendments  should  be  adopted  as  pro. 
posed;  (2)  whether  said  proposed 
amendments  should  be  modified  and 
adopted  as  modified;  (3)  whether  said 
proposed  amendments  should  be  ro. 
jected.  All  such  written  data,  views,  or 
arguments  must  be  received  through  the 
mail  or  otherwise  at  the  oflBce  of  the  Sec¬ 
retary,  Federal  Home  Loan  Bank  Board, 
Federal  Home  Loan  Bank  Board  Build¬ 
ing,  101  Indiana  Avenue,  Northwest, 
Washington  25,  D.  C.,  not  later  than 
December  9,  1958,  to  be  entitled  to  be 
considered,  but  any  received  later  mai 
be  considered  in  the  discretion  of  the 
Federal  Home  Loan  Bank  Board  A 
hearing  will  be  held  on  December  9, 19M, 
at  10:00  a.  m.,  e.  s.  t.,  in  Room  827,  Fed¬ 
eral  Home  Loan  Bank  Building,  lOj 
Indiana  Avenue  NW.,  Washington,  D.  C, 
before  the  Federal  Home  Loan  Bwk 
Board,  a  member  thereof,  or  a  Hearihi 
OfiBcer  designated  by  the  Board,  for  thi 
purpose  of  receiving  evidence,  oral  view, 
and  arguments  on  the  subjects  and 
issues  aforesaid  and  on  the  subjects  and 
issues  set  forth  in  Federal  Home  Loan 
Bank  Board  Resolution  No.  11,950,  dated 
October  17,  1958. 

Dated:  October  17,  1958. 

By  the  Federal  Home  Loan  Baid: 
Board. 

[SEAL]  Harry  W.  Caulsih, 

Secretary, 

[F.  R.  Doc,  68-8787;  FUed,  Oct.  22,  lUt 
8:52  a.  m.] 


amounts  thereof  are  based  upon  the  (a)  The  following  terms  have  the  fol- 
opening  or  increasing  of  an  account  or  lowing  meanings:  (1)  “Account”  means 
accounts  in  such  institution,  shall  exceed,  any  share,  investment  certificate,  ^de> 
in  amount  or  value,  two  percent  of  the  posit,  or  savings  account  in  an  institu- 
par  or  maturity  value  of  the  account  or  tion;  (2)  “compensation”  means  any 
accounts  involved,  in  the  case  of  ac-  salary,  fee,  commission,  or  other  corn- 
counts  opened,  or  of  the  increase  in  par  pensation,  whether  in  the  form  of  money, 
or  maturity  value  thereof,  in  the  case  of  property,  or  otherwise;  (3)  “employee” 
accounts  increased.  As  used  in  this  par-  means  an  individual  (other  than  an  in- 
agraph,  the  following  terms  have  the  fol-  dividual  who  is  a  director  of  such  insti- 
lowing  meanings:  tution)  who  is  employed  by  an  institu- 

(i)  The  term  “salesman”  means  an  tion  at  the  principal  ofiBce  or  another 

individual  (other  than  an  individual  who  ofiBce  of  such  institution  and  performs 
is  an  ofiBcer  or  a  director  of  such  insti-  no  services  for  such  institution  outside 
tution)  who  is  employed,  engaged,  or  the  regular  lending  area  of  such  insti- 
retained  by  an  institution  for  services  tution;  (4)  the  term  “oflBcer”  means  the 
consisting  in  whole  or  in  part  of  soliciting  president,  a  vice-president,  the  secretary, 
or  obtaining  the  opening  or  increasing  or  the  treasurer  of  an  institution;  (5) 
of  accounts  in  such  institution  and  who  “regular  lending  area”  means  the  terri- 
receives  compensation  the  amount  of  tory  within  fifty  miles  of  an  institution’s 
which  is  based  in  whole  or  in  part  upon  principal  oflBce  and  the  territory  within 
the  opening  or  increasing  of  accounts  in  which  such  institution  was,  within  the 
such  institution;  and  meaning  of  the  first  sentence  of  §  163.9, 

(ii)  The  term  “oflBce”  means,  with  ref-  operating  on  Jime  27,  1934;  and  (6) 
erence  to  a  salesman  for  an  institution,  “sales  commission”  means  any  compen- 
(a)  a  place  of  business  which  such  sales-  sation  which  in  whole  or  in  part  is  corn- 
man  maintains  for  soliciting  or  obtaining  pensation  for  soliciting  or  obtaining  the 
the  opening  or  increasing  of  accounts  in  opening  or  increasing  of  an  account  or 
such  institution,  except  a  home  of  such  accoimts  in  an  insured  institution  or  any 
salesman  located  within  such  institu-  compensation  by  an  insured  institution 
tion’s  regular  lending  area  or  a  place  of  to  a  person  engaged  in  whole  or  in  part 
business  of  such  institution  located  with-  in  soliciting  or  obtaining  the  opening  or 
in  such  area;  (b)  a  home  of  such  sales-  increasing  of  accounts  in  such  institu- 
man  located  outside  such  area;  or  (c)  tion;  and  ' 

a  place  of  business  of  such  institution,  (b)  The  term  “pay”,  and  the  term 
located  outside  such  area,  at  which  such  “pasonent”  except  where  said  term  “pay- 
salesman  performs  services  for  such  in-  ment”  is  last  used  in  this  paragraph, 
stitution,  at  or  from  which  such  sales-  include  contracting  or  agreeing  to  pay, 
man  receives  assignments  or  instructions  but  do  not  include  (1)  the  making  to  an 
from  such  institution,  or  at  or  to  which  assignee,  designee,  or  legal  representa- 
such  salesman  renders  reports  to  such  tive  of  any  payment  otherwise  proper 
institution.  under  §  163.25  or  (2)  any  payment  pur- 

§  163.26  Sales  commissions;  define  suant  to  a  contract  or  agreement  under 
tions.  As  used  in  §  163.25  and  in  this  which  no  services  remain  to  be  per- 
section —  formed;  and  the  term  “person”  includes 
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3.  A  member  of  the  Headquarters  sU8 
designated  by  the  Deputy  PostmasI* 
General  who  shall  serve  one  year  from 
the  date  of  appointment. 

4.  An  alternate  may  be  appointed  for 
any  absent  or  disqualified  member. 

B.  Members  of  the  Board  of  Contrast 
Appeals  shall  perform  these  duties  h 
addition  to  their  regular  duties  in  tbe 
Department. 

m.  Duties  of  the  Board  of  Controd 
Appeals.  Pursuant  to  the  authority  d 
section  1  (b)  of  Reorganization  Plan 
No.  3  of  1949  (63  Stat.  1066)  and  of  Post¬ 
master  General  Order  No.  55507  dated 
January  13, 1954  (19  F.  R.  361)  authoitti 
is  delegated: 

A.  To  the  Board  of  Contract  Appesk 
to  decide  all  disputes  arising  out  <d  ap¬ 
peals  from  decisions  of  contractlil 
officers  for  the  Post  OflBce  Departmaik. 

B.  To  the  Chairman,  Board  of  Con¬ 
tract  Appeals,  to  promulgate  Rules  of 
Procedure  for  the  Board  of  Contrsrt 
Appeals. 


DEPARTMENT  OF  THE  TREASURY  POST  OFFICE  DEPARTMENT 

Reorganization  and  Transfer  of  Func¬ 
tion  IN  Regard  to  Contract  Appeals 

DELEGATION  OP  AUTHORITY 

The  following  is  the  text  of  Head¬ 
quarters  Circular  No.  95  as  approved  on 
October  20,  1958: 

L  Purpose.  The  purpose  of  this  cir¬ 
cular  is  to  effect  reorganization  and 
transfer  of  the  contract  appeals  func¬ 
tions  of  the  Post  OflBce  Department. 

n.  Establishment  of  a  Board  of  Con~ 
tract  Appeals.  A.  There  is  established 
in  the  OflBce  of  the  Postmaster  General 
a  Board  of  Contract  Appeals  for  the 
Post  OflBce  Department  which  shall  be 
composed  of : 

1.  The  Judicial  OflBcer  of  the  Post 
OflBce  Department  who  shall  be  the  per¬ 
manent  chairman. 

2.  An  attorney  designated  by  the  Gen¬ 
eral  Counsel  from  among  those  on  his 
staff  who  shall  serve  for  one  year  from 
the  date  of  appointment. 


Internal  Revenue  Service 

[Order  67] 

Signing  Acting  Coicmissioner’s  Name 

DELEGATION  OF  AUTHOmY 

October  1,  1958. 

Pursuant  to  the  authority  vested  in  me 
by  Treasury  Department  Order  No.  150- 
47,  dated  .September  27,  1958,  it  is  hereby 
directed  that,  effective  October  1,  1958, 
and  until  fu^er  notice,  all  authoriza¬ 
tions  to  sign  the  name  or  on  behalf  of 
Russell  C.  Harrington.  Commissioner  of 
Internal  Revenue,-  are  amended  to  au¬ 
thorize  the,  signing  of  the  name  or  on 
behalf  of  C>.  Gordon  Delk,  Acting  Com¬ 
missioner  of  Internal  Revenue. 

[SEAL]  O.  Gordon  Delk, 

'  Acting  Commissioner. 

tP.  R.  Doc.  58-8772;  PUed,  Oct.  22,  1958; 

8:49  a.  m.] 


FEDERAL  REGISTER 


8163 


8.  161,  396.  as  amended:  see.  1  (b),  6S 
.  JO06,  sec.  2,  68  Stat.  81:  6  U*  S.  C«  22« 
;-16,  869,  41  IJ.  S.  C.  322) 

rifebence:  For  rules  of  procedure  of 
3oard  of  Contract  Appeals,  see  39  CFR 
t  201,  F.  R.  Doc.  58-8786,  supra. 

gytT.i  Herbert  B.  Warburton, 
General  Counsel. 

B.  Doc.  68-8785:  Piled,  Oct.  22,  1958; 
8:51a.m.] 


Ushment  and  maintenance  of  the  Whit-  2.  Classification  of  the  above  described 
low  Ranch  Reservoir.  lands  by  this  order  segregated  them  from 

For  a  period  of  30  days  from  the  date  all  appropriation,  including  location 
of  publication  of  this  notice,  persons  under  the  mining  laws,  except  as  to  ap- 
having  cause  may  present  their  objec-  plication  under  the  mineral  leasing  laws, 
tions  in  writing  to  the  undersigned  offl-  3.  The  lands  classified  by  this  order 
cial  of  the  Bureau  of  Land  Management,  shall  not  become  subject  to  application 
Department  of  the  Interior,  Post  Office  under  the  Small  Tract  Act  of  June  1, 
Box  148,  Phoenix,  Arizona.  1938  (52  Stat.  609,  43  U.  S.  C.  682a) ,  as 

If  circumstances  warrant  it,  a  public  amended,  imtil  it  is  so  provided  by  an 
hearing  will  be  held  at  a  convenient  order  to  be  issued  by  an  authorized  offi- 
time  and  place,  which  will  be  announced,  cer,  opening  the  lands  to  application  or 
The  determination  of  the  Secretary  on  bid  with  a  preference  right  to  veterans 
the  application  will  be  published  in  the  of  World  War  n  and  the  Korean  conflict 
Federal  Register.  A  separate  notice  and  other  qualified  persons  entitled  to 
will  be  sent  to  each  interested  party  df  preference  imder  the  Act  of  Septem- 
record.  ber  27.  1944  (58  Stat.  497,  U.  S.  C. 

The  lands  involved  in  the  application  279-284) ,  as  amended, 
are: 

E.  J.  Palmer, 

OtLA  AND  Salt  River  Meridian,  Arizona  State  Supervisor. 

Sec.  36:  Lots  1  and  2,  EV^NEVi.  NV4SEV4.  [P.  R.  Doc.  68-8#59:  Plled,*Oct.  22,  1968; 
Total  area — 280.64  acres. 

Dated:  October  10,  1958. 

•  Martin  W.  Buzan, 

Acting  State  Supervisor. 

[P.  R.  Doc.  68-8767;  Plied,  Oct.  22,  1958; 

^  8:46  a.  m.] 


department  of  the  interior 

Bureau  of  Land  Management 

Alaska 

UOnCE  OP  PROPOSED  WITHDRAWAL  AND 
RESERVATION  OF  LANDS 

The  Bureau  of  Sport  Fisheries  and 
Wildlife  has  filed  an  application.  Serial 
Number  A.044920  for  the  withdrawal  of 
the  lands  described  below,  from  all  forms 
Of  «)propriation  under  the  public  land 
laws,  including  mining  and  the  mineral 
Iffrgingr  laws.  The  applicant  desires  the 
land  for  an  addition  to  the  Aleutian 
IffUnris  National  Wildlife  Refuge  for 
protection'  of  and  to'  facilitate  the  man¬ 
agement  of  the  sea  otter  inhabiting  the 
coastal  waters. 

For  a  period  of  60  days  from  the  date 
of  publication  of  this  notice,  all  persons 
idio  wish  to  submit  comments,  sugges¬ 
tions,  or  objections  in  connection  with 
ttie  proposed  withdrawal  may  present 
their  views  in  writing  to  the  undersigned 
officer  of  the  Bureau  of  Land  Manage¬ 
ment,  Department  of  the  Interior, 

Anchorage  *  Operations  Office,  Mailing 
Address:  131  Fifth  Avenue;  Location: 

744  Fourth  Avenue,  Anchorage,  Alaska,  published  on  page  7469  in  the  issue  for 
If  circumstances  warrant  it,  a  public  Thursday,  September  25,  1958,  the  fol- 
bearing  will  be  held  at  a  convenient  time  lowing  change  in  land  description  should 
and  place,  which  will  be  announced.  be  made: 

The  determination  of  the  Secretary  on  Under  T.  4  N.,  R.  24  W.,  Section  17, 
the  application  will  be  published  in  the  change  description  to  read:  NVa,  SWVi, 
Federal  Register.  A  separate  notice  will  N^/^SEV4. 

be  sent  to  each  interested  party  of  record.  Rolla  E.  Chandler, 

The  lands  involved  in  the  application  Offlcer-in-Charge, 

are:  Southern  Field  Group, 

All  tldelands  and  all  adjoining  areas  of  Angeles. 

water  extending  three  miles  beyond  mean  [f.  R.  Doc.  58-8758;  Piled,  Oct.  22,  1958; 
low  water,  adjacent  to  the  Aleutian  Islands  8:46a.m.] 


department  of  commerce 

Office  of  the  Secretary 

John  H.  Spraggon 

STATEMENT  OP  CHANGES  IN  FINANCIAL 
INTERESTS 

In  accordance  with  the  requirements 
of  section  710  (b)  (6)  of  the  Defense 
Production  Act  of  1950,  as  amended,  and 
Executive  Order  10647  of  November  28, 
1955,  the  following  changes  have  taken 
place  in  my  financial  interests  as  re¬ 
ported  in  the  Federal  Register  of  Octo¬ 
ber  27,  1956,  21  F.  R.  8245;  May  2,  1957, 
22  F.  R.  3135;  October  18,  1957,  22  F.  R. 
8242;  April  19,  1958,  23  F.  R.  2622. 

A.  Deletions:  No  change.  ' 

B.  Additions:  No  change. 

This  statement  is  made  as  of  October 
11, 1958. 

John  H.  Spraggon. 

October  II,  1958. 

[P.  R.  Doc.  58-8774;  Piled,  Oct.  22,  1958; 
8:49  a.m.] 


Harold  Larsen 


[Classification  No.  1641 
Nevada 

SMALL  TRACT  CLASSIFICATION 

1.  Pursuant  to  authority  delegated  to 
me  by  Bureau  Order  No.  541,  dated 
April  21,  1954  (19  F.  R.  247),  I  hereby 
classify  the  following  described  public 
lands,  totalling  approximately  1400  acres, 
in  Douglas  County,  Nevada,  as  suitable 
for  lease  and  sale  for  residence  and  busi¬ 
ness  site  purposes  imder  the  Small  Tract 
Act  of  June  1,  1938  (52  Stat.  609,  43 
U.  S.  C.  682a)  as  amended:  ^ 

Mount  Diablo  Meridian,  Nevada 

T.  14  N.,  R.  19  E., 

Sec.  1.  SEV4NEV4.  E%BE%: 

Sec.  12.  WV^NE^.  SV^NWV4.  S>/&. 

T.  14  N..  R.  20  E., 

Sec.  5.  Wl^W%,  SEV4NW%,  NE%SW%: 

Sec.  6,  E14  Lot  2  of  NEV4,  S^NE^,  SE^: 

Sec,  7.  NMtNE«4,  EViNW>4,  SWiiSE^i,  Lot 
2  of  the  SW^A. 


STATEMENT  OF  CHANGES  IN  FINANCIAL 
INTERESTS 

In  accordance  with  the  requirements 
of  section  710  (b)  (6)  of  the  Defense  Pro¬ 
duction  Act  of  1950,  as  amended,  and 
Executive  (Drder  10647  of  November  28, 
1955,  the  following  chcmges  have  been 
taken  ploGe  in  my  finstilcial  interests  as 
reported  in  the  Federal  Register  of 
November  6.  1956,  21  F.  R.  8514;  April 
20,  1957,  22  F.  R.  2784;  October  18,  1957, 
22  F.  R.  8243;  April  9.  1958,  23  F.  R.  2622. 

A.  Deletions:  No  change. 

B.  Additions:  No  change. 

This  statement  is  made  as  of  October 
11«  1958. 

Harold  Larsen. 

October  11,  1958. 

[F.  R.  Doc.  58-8775;  Filed,  Oct.  22.  1958; 

8:49  a.  m.] 


s  [Document  No.  191] 

Arizona 

.rotice  of  proposed  withdrawal  and 
reservation  of  lands 

I  The  Corps  of  Engineers,  U,  S.  Army, 
3^  filed  an  application.  Serial  No. 
317964,  for  the  withdrawal  of  lands  as 
flfiscribed  below,  from  all  forms  of  ap¬ 
propriation  under  the  public  land  laws, 
deluding  the  General  Mining  Law. 

Tlie  applicant  desires  the  land  for  con- 
»^ction  of  a  dam  and  spillway  for  flood 
WMitrol  purposes  necessary  for  the  estab- 
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aylvanla.  Docket  No.  12622,  Pile  No.  BP-  conclude  that  a  grant  of  either  appdfca* 
11863;  for  construction  permits.  tion  would  be  in  the  public  interest;  and 

At  a  session  of  the  Federal  Communi-  ^  It  fiuther  appearing  that  by  letter 
cations  Commission  held  at  its  ofiBces  in  *  dated  August  28,  1958,  the  licensee  ef 
Washington,  D.  C.,  on  the  15th  day  of  Station  WAKU  expressed  an  intention 
October  1958;  of  appearing  at  a  hearing  on  the  appB. 

The  Commission  having  under  con-  cations  of  the  Jeannette  Broadca^tai 
sideration  the  above-captioned  applica-  Company;  and 

tions  of  John  J.  Keel  and  Lloyd  W.  It  further  appearing  that  the  Comoia. 
Dennis,  Jr.,  d/b  as  Jeannette  Broadcast-  sion,  after  consideration  of  the  above,  ig 
ing  Company  and  of  Hoyt  C.  Murphy  of  the  opinion  that  a  hearing  is  no^i- 
and  G.  Russell  Chambers  d/b  as  Carnegie  sary ; 

Broadcasting  Company,  each  for  a  con-  It  is  ordered.  That,  pursuant  to  aec- 
struction  permit  to  operate  on  1590  tion  309  (b)  of  the  Communications  Act 
kilocycles  with  power  of  500  watts  and  of  1934,  as  amended,  the  appllcatk^ 
one  kilowatt,  respectively,  at  Jeannette  are  designated  for  hearing  in  a  consoli- 
and  Carnegie,  Pennsylvania,  respectively,  dated  proceeding,  at  a  time  and  place  to 
the  Carnegie  Broadcasting  Company  be  specified  in  a  subsequent  order,  upon 
proposing  to  operate  with  a  directicmal  the  following  issues: 
antenna ;  1.  To  determine  the  areas  and  popida- 

It  appearing  that,  except  as  indicated  tions  which  would  receive  primary  sery. 
by  the  issues  specified  below,  both  appli-  ice  from  the  proposed  operations  and  tbe 
cants  are  legally,  financially,  technically  availability  of  other  primary  service  to 
and  otherwise  qualified  to  operate  the  such  areas  and  populations, 
proposed  stations  but  that  the  simul-  2.  To  determine  whether  the.propoeed 
taneous  operation  of  both  proposals  operation  of  the  Jeannette  Broadcastbig 
would  result  in  mutually  destructive  in-  Company  would  cause  objectionable  in- 
terf erence ;  the  proposed  operation  of  the  terference  to  Stations  WAKU,  Latrobe, 
Jeannette  Broadcasting  Company  would  Pennsylvania,  or  any  other  exishii 
cause  interference  to  Station  WAKU,  standard  broadcast  stations,  and,  if  ws, 
Latrobe,  Pennsylvania  (1570  kc,  1  kw,  the  nature  and  extent  thereof ,  the  areei 
Day) ;  that  measurement  data  are  re-  and  populations  affected  thereby,  aid 
quired  to  prove  the  absence  of  overlap  the  availability  of  other  primary  service 
between  the  2  and  25  mv/m  contours  to  such  areas  and  populations, 
proposed  by  the  Jeannette  Broadcasting  3.  To  determine  whether  the  2  and  2S 
Company  and  the  25  and  2  mv/m  con-  mv/m  contoms  proposed  by  the  Jean- 
tours,  respectively,  of  Station  WAKU,  an  nette  Broadcasting  Company  woull 
overlap  which  would  preclude  the  licens-  overlap  the  25  and  2  mv/m  contours,  re- 
ing  of  the  proposed  operation  in  view  spectively,  of  Station  WAKU. 
of  the  provisions  of  §3.37  of  the  4.  To  determine  whether,  because  of 
Commission’s  rules;  that  the  proposed  interference  received,  the  proposed  (®et- 
operation  of  the  Jeaimette  Broadcasting  ation  of  the  Jeannette  Broadcartbig 
Company  may  not  comply  with  §  3.28  (c)  Company  would  comply  with  §  3.28  (c)  of 
of  the  Commission’s  rules  because  the  the  Commission’s  rules;  and  if  conpli- 
interference  which  would  be  received  ance  with  §  3.28  (c)  is  not  achie^ 
from  Stations  WAKU,  WAKR,  Akron,  whether  circumstances  exist  which  would 
Ohio  (1590  kc,  5  kw,  DA-N,  U)  and  warrant  a  waiver  of  said  sectionTof  tbe 
WCBG,  Chambersburg,  Pennsylvania  rules. 

(1590  kc,  5  kw.  Day)  may  affect  more  5.  To  determine  whether  a  grant  of 
than  ten  percent  of  the  population  the  application  of  the  Carnegie  Broad- 
within  the  proposed  normally  protected  casting  Company  would  be  in  contraven- 
primary  service  area ;  and  that  a  grant  tion  of  the  provisions  of  §  3.35  of  the 
of  the  application  of  the  Carnegie  Commission’s  rules  on  multiple  ownei- 
Broadcasting  Company  may  contravene  ship. 

the  provisions  of  §  3.35  of  the  Commis-  6.  To  determine  in  the  light  of  sectioD 
Sion’s  rules  on  multiple  ownership  be-  307  (b)  of  the  Communications  Act  ef 
cause  of  the  other  broadcast  interests  1934,  as  amended,  which  of  the  prc^xwed 
of  G.  Russell  Chambers,  Station  WDVM,  operations  would  better  provide  a  fair, 
Pocomoke  City,  Maryland,  pending  ap-  eflBcient  and  equitable  distribution  of 
pUcations  (Pile  Nos.  BP-11293  and  12209)  radio  service. 

for  new  standard  broadcast  stations  at  7.  To  determine,  in  the  light  of  the 
Easton,  Maryland  and  Rensselaer,  New  evidence  adduced  pursuant  to  the  fo»- 
York,  respectively,  and  because  of  G.  going  issues,  which,  if  either,  of  the  in- 
Russell  Chambers’  employment  as  di-  stant  applications  should  be  granted, 
rector  of  engineering  for  Rollins  Broad-  It  is  further  ordered,  That  WAKU,  Inc, 
casting,  Inc.,  which  controls  seven  stand-  licensee  of  Station  WAKU,  is  made  i 
ard  broadcast  stations  (WAMS,  Wil-  party  to  the  proceeding, 
mington,  Delaware,  WJWL,  Georgetown,  It  is  further  ordered,  ’That,  to  avail 
Delaware,  WBEE,  Harvey,  Illinois,  themselves  of  the  opportunity  to  h 
WGEE,  Indianapolis,  Indiana,  WNJR,  heard,  the  applicants  and  /^pondml 
Newark,  New  Jersey,  WRAP,  Norfolk,  l^erein.  pureuant  to  §  1.140  £the^ 

Virginia,  and  KATZ,  St.  Louis,  Missouri) ;  ^ 

within  20  days  of  the  mailing  «< 

““jT  ,  1  *1,  «.  4.  4.  this  order,  file  with  the  Commission,  h 

It  further  appearing  that  pursuant  to  triplicate,  a  written  appearance  statin 
section  309  (b)  of  the  Communications  ^n  intention  to  appear  on  the  date 
Act  of  1934,  as  amended,  the  applicants  for  the  hearing  and  present  evidence  a 
were  advised  by  letter  dated  August  1,  the  issues  specified  in  this  order. 

1958,  of  the  aforementioned  deficiencies  it  is  further  ordered.  That  the  iseaesi 
and  that  the  Commission  was  imable  to  this  proceeding  may  be  enlargecLhf  tfc 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket  Nos.  12229,  12230;  FCC  58M-1~164] 

Walter  G.  Allen  and  Marshall  County 
Broadcasting  Co.,  Inc. 

ORDER  CONTINUING  HEARING 

In  re  applications  of  Walter  G.  Allen, 
HunUville,  Alabama,  Docket  No.  12229, 
Pile  No.  BP-10871;  Marshall  County 
Broadcasting  Company,  Inc.,  Arab,  Ala¬ 
bama,  Docket  No.  12230,  File  No.  BP- 
11088;  for  construction  permits. 

The  Chief  Hearing  Examiner  having 
under  consideration  a  motion  of  Mar¬ 
shall  County  Broadcasting  Company, 
Inc.,  filed  October  16,  1958,  for  con¬ 
tinuance  of  hearing  in  the  above-entitled 
proceeding; 

It  appearing  that  all  parties  to  the  pro¬ 
ceeding  consent  to  immediate  favorable 
action  on  the  instant  motion; 

It  is  ordered.  This  17th  day  of  October 
1958,  that  the  motion  is  granted  and  that 
hearing  in  the  above-entitled  proceeding, 
which  was  scheduled  to  commence 
October  20,  1958,  is  hereby  continued  to 
a  date  which  will  be  specified  by  the  pre¬ 
siding  examiner. 

Released:  October  17,  1958. 

Federal  Communications 
Commission,  • 

[seal]  Mary  Jane  Morris, 

Secretary. 

[P.  E.  Doc.  58-8777;  FUed.  Oct.  22,  1958; 
8:50  a.  m.] 


[Docket  Nos.  12621,  12622;  FCC  58-975] 

Jeannette  Broadcasting  Co.  and 
Carnegie  Broadcasting  Co. 

ORDER  designating  APPLICATIONS  FOR  CON¬ 
SOLIDATED  HEARING  ON  STATED  ISSUES 

In  re  applications  of  John  J.  Keel  and 
Lloyd  Wx  Dennis,  Jr.,  d/b  as  Jeannette 
Broadcasting  Company,  Jeannette, 
Pennsylvania,  Docket  No.  12621,  File  No. 
BP-11543;  Hoyt  C.  Murphy  and  G. 
Russell  Chambers  d/b  as  Carnegie 
Broadcasting  Company,  Carnegie,  Penn- 


Thursday,  October  23,  1958 

•xftinlner,  on  his  own  motion  or  on  peti- 
Sn^perly  filed  by  a  party  to  the  pro- 
Ledtog  and  upon  sufiBcient  allegations 
in  support  thereof,  by  the  addition 
a  the  following  issue:  ,To  determine 
whether  the  funds  available  to  the  ap- 
olicant  will  give  reasonable  assurance 
Siat  the  proposals  set  forth  in  the  appli- 
^on  will  be  effectuated. 

Released:  October  17,  1958. 

Federal  Communications 
Commission, 

[seal]  Mary  Jane  Morris, 

Secretary. 

«  Doc.  68-8778;  Filed,  Oct.  22,  1968; 
'  8:50  a.  m.] 


(Docket  Noe.  12621,  12622;  PCC  88M-11671 

jiannette  Broadcasting  Co.  and 
Carnegie  Broadcasting  Co. 

order  scheduling  hearing 

In  re  applications  of  John  J.  Keel  and 
Uoyd  W.  Dennis,  Jr.,  d/b  as  Jeannette 
Brt^casting  Company,  Jeannette, 
P^insylvania,  Docket  No.  12621,  Pile  No. 
bp-11543;  Hoyt  C.  Murphy  and  G.  Rus¬ 
sell  Chambers,  d/b  as  Carnegie  Broad¬ 
casting  Company,  Carnegi^  Pennsylva¬ 
nia,  Docket  No.  12622,  Pile  No.  BP-11863; 
for  construction  permits. 

It  is  ordered.  This  16th  day  of  October 
1958,  that  Jay  A.  Kyle  will  preside  at  the 
hearing  in  the  above-entitled  proceeding 
which  is  hereby  scheduled  to  commence 
on  December  8,  1958,  in  Washington, 
D.  C. 

Released:  October  20,  1958. 

Federal  Communications 
Commission, 

[seal]  Mary  Jane  Morris, 

Secretary. 

(F.  B.  Doc.  68-8779;  Filed,  Oct.  22,  1958; 
8:50  a.  m.] 


[Docket  No.  12625;  FCC  68M-1166] 
Cherokee  Broadcasting  Co. 

ORDER  SCHEDULING  HEARING 

In  re  application  of  Roy  Alexander, 
tr/as  Cherokee  Broadcasting  Company, 
Centre,  Alabama,  Docket  No.  12625,  Pile 
No.  BP-11300;  for  construction  permit. 

It  is  ordered.  This  16th  day  of  October 
1958,  that  Millard  P.  French  will  pre¬ 
side  at  the  hearing  in  the  above-entitled 
proceeding  which  is  hereby  scheduled  to 
commence  on  December  16,  1958,  in 
Washington,  D.  C. 

Released:  October  20,  1958. 

Federal  Communications 
Commission, 

[SEAL]  Mary  Jane  Morris, 

Secretary. 

[P.  R.  Doc,  68-8780;  Filed,  Oct.  22,  1968; 
8:60  a.  m.] 


(Docket  No.  12626;  PCC  58M-1165] 

Irving  Braun  (WEZY) 

order  scheduling  hearing 

^PPUcation  of  Irving  Braun 
iWEZY),  Cocoa,  Florida,  Docket  No. 


FEDERAL  REGISTER 

12626,  Pile  No.  BMP-7766;  for  modifica¬ 
tion  of  construction  permit. 

It  is  ordered.  This  16th  day  of  October 
1958,  that  Charles  J.  Frederick  will  pre¬ 
side  at  the  hearing  in  the  above-entitled 
proceeding  which  is  hereby  scheduled  to 
commence  on  December  12,  1958,  in 
Washhigton,  D.  C. 

Released:  October  20,  1958. 

Federal  Communications 
Commission, 

[seal]  Mary  Jane  Morris, 

Secretary. 

'(P.  R.  Doc.  68-8781;  Piled,  Oct.  22,  1968; 
8:50  a.  m.] 

SECURITIES  AND  EXCHANGE 
COMMISSION 

(PUeNo.24SP-25171  ' 
Electronic  Industries  Inc. 

ORDER  temporarily  SUSPENDING  EXEMP¬ 
TION,  STATEMENT  OF  REASONS  THEREFOR 
AND  NOTICE  OF  OPPORTUNITY  FOR  HEARING 

October  16, 1958. 

l.  Electronic  Industries  Incorporated, 
an  Arizona  Corporation,  of  Phoenix, 
Arizona  filed  with  the  Commission  on 
July  29,  1958  a  notification  on  Form  1-A 
and  an  offering  circular  and  filed  amend¬ 
ments  thereto  relating  to  a  proposed 
offering  of  100,000  shares  of  its  $1.00  par 
value  common  stock  at  $2.00  per  share 
for  an  aggregate  offering  of  $200,000,  for 
the  purpose  of  obtaining  an  exemption 
from  the  registration  requirements  of 
the  Securities  Act  of  1933,  as  amended, 
pursuant  to  the  provisions  of  section  3 
(b)  thereof  and  Regulation  A  promul¬ 
gated  thereunder;  and 

n.  The  Commission  has  resisonable 
cause  to  believe  that: 

A.  The  notification  and  offering  cir¬ 
cular  contain  untrue  statements  of 
material  facts  and  omit  to  state  mate¬ 
rial  facts  necessary  in  order  to  make 
the  statements  made  in  the  light  of  the 
circumstances  under  which  they  are 
made  not  misleading  concerning  state¬ 
ments  relating  to  the  named  officers, 
directors,  promoters,  and  underwriter  of 
the  issuer,  in  that  said  persons  are  act¬ 
ing  for  and  on  behalf  of  persons  not 
disclosed  in  the  notification  and  offering 
circular. 

B.  The  offering  is  being  made  and 
would  be  made  in  violation  of  section  17 
of  the  Securities  Act  of  1933,  as  amended. 

m.  It  is  ordered.  Pursuant  to  Rule 
261  (a)  of  the  general  rules  and  regula¬ 
tions  imder  the  Securities  Act  of  1933,  as 
amended,  that  the  exemption  under  Reg¬ 
ulation  A  be,  and  it  hereby  is,  tempora¬ 
rily  suspended. 

Notice  is  hereby  given  that  any  person 
having  any  interest  in  the  matter  may 
file  with  the  Secretary  of  the  Commis¬ 
sion  a  written  request  for  hearing,  within 
thirty  days  after  the  entry  of  this  order; 
that  within  twenty  days  after  receipt 
of  such  request  the  Commission  will,  or 
at  any  time  upon  its  own  motion  may, 
set  the  matter  down  for  hearing  at  a 
place  to  be  designated  by  the  Commis¬ 
sion.  for  the  purpose  of  determining 
whether  this  order  of  suspension  should 
be  vacated  or  made  permanent,  without 
prejudice,  however,  to  the  consideration 


and  presentation  of  additional  matters 
at  the  hearing;  that  if  no  hearing  is  re¬ 
quested  and  none  is  ordered  by  the 
Commission,  the  order  shall  become  per¬ 
manent  on  the  thirtieth  day  after  its 
entry  and  shall  remain  in  effect,  unless 
or  imtil  it  is  modified  or  vacated  by  the 
Commission,  and  that  notice  of  the  time 
and  place  for  any  hearing  wiU  promptly 
be  given  by  the  Commission. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

[F.  R.  Doc.  58-8768;  FUed,  Oct.  22.  1968; 

8:48  a.  m.] 


(FUe  No.  70-3737] 

COLUiroiA  Gas  System,  Inc. 

NOTICE  or  proposed  issue  and  sale  at 

competitive  bidding  or  debentures 

October  16.  1958.  ' 

Notice  is  hereby  given  that  The  Co¬ 
lumbia  Gas  System,  Inc.  (“Columbia”) ,  a 
registered  holding  company,  has  filed  a 
declaration  pursuant  to  the  provisions  of 
the  Public  Utility  Holding  Company  Act 
of  1935  (“act”),  designating  sections  6  • 
and  7  of  the  act  and  Rule  50  thereunder 
as  applicable  to  the  proposed  transaction, 
which  is  summarized  as  follows: 

Columbia  proposes  to  issue  and  sell, 
subject  to  the  competitive  bidding  re¬ 
quirements  of  Rule  50,  $25,000,000  prin¬ 
cipal  amount  of  percent  Debentures, 
Series  K  Due  1983  (“New  Debentures”) . 
The  interest  rate  (a  multiple  of  Vs  per¬ 
cent)  and  the  price  (exclusive  of  accrued 
interest)  to  be  paid  for  the  New  Deben¬ 
tures  (not  less  than  98^  percent  nor 
more  than  101 percent  of  the  principal 
amount)  will  be  determined  by  the 
bidding. 

The  New  Debentures  will  be  issued  un¬ 
der  the  Indenture  between  Columbia  and 
Guaranty  Trust  Company  of,New  York, 
Trustee,  dated  as  of  June  1,  1950,  as 
heretofore  supplemented  and  as  to  be 
further  supplemented  by  a  Tenth  Sup¬ 
plemental  Indenture,  dated  as  of  No¬ 
vember  1,  1958. 

This  debenture  issue  is  the  final  step 
in  Columbia’s  1958  financing  program. 
Prior  steps  were  the  issue  and  sale  in 
March  of  $30,000,000  principal  amount 
of  4%  percent  Debentures,  Series  J  due 
1983  (Holding  Company  Act  Release  No. 
13699),  and  the  obtaining  of  authoriza¬ 
tion  on  September  5. 1958  to  borrow  from 
banks  up  to  $40,000,000  (Holding  Com¬ 
pany  Act  Release  No.  13821).  The  bank 
borrowings  and  the  proceeds  from  the 
sale  of  the  New  Debentures  will  be  used 
(a)  to  the  extent  of  $38,000,000,  to  assist 
system  companies  in  financing  the  bal¬ 
ance  of  their  1958  construction  programs 
and  in  maintaining  adequate  cash  bal¬ 
ances,  and  (b)  to  the  extent  of  $22,- 
000,000,  to  increase  Columbia’s  invest¬ 
ment  in  Columbia  Gulf  Transmission 
Company,  a  sub§idiary  recently  organ¬ 
ized  to  acquire  the  pipeline  facilities  of 
Gulf  Interstate  Gas  Compcmy.  If  the 
proposed  acquisition  of  pipeline  facilities 
is  not  consummated,  Columbia  will  em¬ 
ploy  the  proceeds  from  the  sale  of  the 
New  Debentures  to  repay  part  of  the 
aforesaid  bank  borrowi^s. 
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NOTICES 


A  list  of  the  fees  and  expenses  to  be 
paid  in  connection  with  this  transaction 
will  be  filed  by  amendment. 

It  is  stated  that  no  other  regulatory 
commission  has  jurisdiction  over  the 
transaction. 

Notice  is  further  given  that  any  inter¬ 
ested  person  may,  not  later  than  Oc¬ 
tober  29,  1958  at  5:30  p.  m.,  request  in 
writing  that  a  hearing  be  held  on  the 
matter,  stating  the  nature  of  his  interest, 
the  reasons  for  such  request,  and  the  is¬ 
sues  of  fact  or  law,  if  any,  raised  by  said 
declaration  which  he  desires  to  contro¬ 
vert:  or  he  may  request  that  he  be  noti¬ 
fied  if  the  Commission  should  order  a 
hearing  thereon.  Any  such  request 
should  be  addressed:  Secretary,  Securi¬ 
ties  and  Exchange  Commission,  Wash¬ 
ington  25,  D.  C.  At  any  time  after  said 
date  the  declaration,  as  filed  or  as 
amended,  may  be  permitted  to  become 
effective  as  provided  in  Rule  23  of  the 
rules  and  regulations  promulgated  under 
the  act.  or  the  Commission  may  grant 
exemption  from  its  rules  as  provided  in 
Rules  20  (a)  and  100,  or  take  such  other 
action  as  it  may  deem  appropriate. 

By  the  Commission. 

[seal]  Nellte  a.  Thorsen, 

Assistant  Secretary. 

[P.  R.  Doc.  58-8769;  Piled,  Oct.  22,  1958; 

8:48  a.  m.] 


[File  No.  24D-2309] 

Surety  On.  Co. 

ORDER  TEMPORARn.T  SUSPENDING  EXEMP¬ 
TION,  STATEMENT  OF  REASONS  THEREFOR, 

AND  NOTICE  OF  OPPORTUNITY  FOR  HEAR¬ 
ING 

October  17,  1958. 

I.  Surety  Oil  Company  (Surety),  a 
Nevada  corporation,  290  North  Univer¬ 
sity  Avenue,  Provo,  Utah,  filed  with  the 
Commission  on  May  28,  1958,  a  notifica¬ 
tion  on  Form  >-A  and  an  offering  cir¬ 
cular  and  amendments  thereto  relating 
to  a  proposed  offering  of  1,200,000  shares 
of  its  25  cents  par  value  common  stock 
at  25  cents  per  share  for  an  aggregate 
offering  of  $300,000,  for  the  purpose  of 
obtaining  an  exemption  from  the  regis¬ 
tration  requirements  of  the  Securities 
Act  of  1933,  as  amended,  pursuant  to 
the  provisions  of  section  3  (b)  thereof 
and  Regulation  A  promulgated  thereim- 
der;  and 

n.  The  Commission  has  reasonable 
cause  to  believe  that: 

A.  The  terms  and  conditions  of  Regu¬ 
lation  A  have  not  been  complied  with  in 
that : 

1.  The  maximum  offering  of  $300,000 
allowable  under  the  Regulation  would 
be  exceeded. 

2.  The  notification  on  Form  1-A  fails 
to  contain  the  information  required  with 
respect  to  imregistered  securities  issued 
or  sold  within  one  year  prior  to  the  date 
of  filing  of  the  notification  as  required 
by  Item  9. 

3.  The  offering  circular  fails  to  set 
forth: 

a.  Information  regarding  development 
which  has  occurred  to  date  on  or  near 
the  properties  held,  particularly  the  dis¬ 


tance  of  each  non-producmg  property 
from  oil  and/or  gas  production  and  from 
dry  holes  which  tested  the  formations 
productive  in  nearest  fields,  as  required 
by  paragraph  8B  (b)  of  Schedule  L 

b.  Net  production  in  tabular  form  of 
oil  and  gas  to  Surety’s  interest  from  each 
of  the  properties  by  years  for  the  past 
four  years  prior  to  the  latest  year,  and 
by  months  for  the  latest  year  as  required 
by  paragraph  8B  (c)  of  Schedule  I. 

c.  The  estimated  future  reserves  net 
to  Surety’s  interest  in  such  properties 
which  are  proved  as  required  by  para¬ 
graph  8B  (d)  of  Schedule  I. 

d.  All  direct  and  indirect  interests  (by 
security  holdings  or  otherwise)  of  each 
officer,  director  and  promoter  as  required 
by  paragraph  9  (c)  of  Schedule  I. 

B.  The  notification  and  offering  cir¬ 
cular  contain  untrue  statements  of  ma¬ 
terial  facts  and  omit  to  state  material 
facts  necessary  in  order  to  make  the 
statements  made  in  light  of  the  circum¬ 
stances  under  which  they  are  made,  not 
misleading,  concerning,  among  other 
things: 

1.  The  failure  to  disclose  securities 
issued  or  sold  by  Surety  within  one  year 
prior  to  the  date  of  filing  of  the  notifica¬ 
tion  and  offering  circular  and  the  con¬ 
sideration  received  from  the  sale  of  such 
securities. 

2.  The  statements  in  the  geological 
reports  concerning  possibilities  of  profit¬ 
able  oil  production. 

3.  The  failure  tio  include  estimates  of 
oil  reserves  despite  representations  that 
there  is  commercial  oil  production  on 
Surety’s  properties. 

4.  The  failure  to  disclose  in  the  offer¬ 
ing  circular  that  there  is  a  contingent 
liability  arising  from  the  sale  of  securi¬ 
ties  in  violation  of  section  5  of  the  Securi¬ 
ties  Act  of  1933,  as  amended. 

5.  The  failure  to  disclose  the  develop¬ 
ment  on  or  near  Surety’s  properties, 
particularly  the  distance  of  each  non¬ 
producing  property  from  oil  and  gas 
production  and  from  dry  holes. 

6.  The  failure  to  disclose  net  produc¬ 
tion  of  oil  and  gas  to  Smety’s  interest 
from  each  of  its  properties  for  the  last 
four  years,  and  monthly  for  the  past 
year. 

C.  The  offering,  if  made  by  means  of 
the  offering  circular  filed  would  be  made 
in  violation  of  section  17  of  the  Securi¬ 
ties  Act  of  1933,  as  amended. 

III.  It  is  ordered.  Pursuant  to  Rule 
261  of  the  general  rules  and  regulations 
under  the  Securities  Act  of  1933,  as 
amended,  that  the  exemption  imder 
Regulation  A  be,  and  it  hereby  is,  tem¬ 
porarily  suspended. 

Notice  is  hereby  given  to  Surety  and 
to  any  person  having  any  interest  in  the 
matter  that  this  order  has  been  entered; 
that  the  Commission  upon  receipt  of  a 
written  request  within  thirty  days  after 
entry  of  this  order  will,  within  twenty 
days  after  the  receipt  of  such  request, 
set  the  matter  down  for  hearing  at  a 
place  to  be  designated  by  the  Commis¬ 
sion  for  the  purpose  of  determining 
whether  to  vacate  the  order  or  to  enter 
an  order  permanently  suspending  the 
exemption,  without  prejudice,  however, 
to  the  consideration  and  presentation  of 
additional  matters  at  the  hearing;  that 


If  no  hearifig  Is  requested  and  none  h 
ordered  by  the  Commission,  the 
shall  become  permanent  on  the  thlrttaSi 
day  after  its  entry  and  shall  remataS 
effect,  unless  or  until  it  is  modiOea^ 
vacated  by  the  Commission,  and  tli2 
.notice  of  the  time  and  place  for  ^ 
hearing  will  promptly  be  given  by  S 
Commission.  ^ 

By  the  Commission. 

[seal]  Nellye  A.  Thorsen, 
Assistant  Secretary. 

[P.  R.  Doc.  58—8770;  Filed,  Oct.  22  Ififiii- 
8:49  a.m.]  ^ 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

[Vesting  Order  6253,  Arndt.] 
Louise  Schneider 

In  re:  Estate  of  Louise  Schneida 
dec’d..  File  No.  D-28-9663;  E.  T.  Se>’ 
13349. 

Vesting  Order  6253,  dated  May  Vl9«, 
as  amended,  is  hereby  further 
as  follows  and  not  otherwise: 

By  inserting  immediately  after  tbe 
name  Horst  Ring,  both  in  the  paragraiA 
commencing  with  the  words  “All  rigl^ 
title,  interest  and  claim”  and  in  the  coj. 
umnar  listing  under  the  heading  “Na¬ 
tionals:”  the  words  “Friederich  Elng," 
and  further  by  adding  in  said  columnic 
listing  imder  the  heading  “Last  Known 
Address:”  opposite  said  name  of  Pded- 
erich  Ring,  the  word  “Germany”. 

All  other  provision^  of  said  Venting 
Order  6253,  as  amended,  and  all  actiau 
taken  by  or  on  behalf  of  the  Attorney 
General  of  the  United  States  in  reliance 
thereon,  pursuant  thereto,  and  undn  the 
authority  thereof  are  hereby  ratified  and 
confirmed. 

Executed  at  Washington,  D.  C.,  oo 
October  17,  1958. 

For  the  Attorney  General. 

[SEAL]  Dallas  S.  Townsend, 
Assistant  Attorney  Genial, 
Director,  Office  of  Alien  Property. 

[P._R.  Doc.  58-8761;  Piled,  Oct.  22,  lM8i 
8:45  a.  m.] 


Julio  Badmann 

notice  of  intention  to  return  VISXB 

PROPERTY 

Pursuant  to  section  32  (f)  of  tiie 
Trading  With  the  Enemy  Act,  as  afii^ 
ed,  notice  is  hereby  given  of  intenBOO 
to  return,  on  or  after  30  days  from  the 
date  of  publication  hereof,  the  foUowinj 
property,  subject  to  any  increase  or 
crease  resulting  from  the  adminlstei’ 
tion  thereof  prior  to  return,  and  after 
adequate  provision  for  taxes  and  eot* 
servatory  expenses: 

Claimant,  Claim  No.,  Property,  and  Loeatka 

Julio  Badmann;  $450.09  in  the  Trea«ry  oT 
the  United  States. 

Rua  Joaqulm  Murtlnho,  700,  Apt  2(^w 
de  Janeiro  (Santa  Teresa),  BraaU; 

(30)  Republic  of  Mexico  External  Gold  Mtt 
of  1910  IBonds  of  £20  each  due  JanUMf  *• 
1945,  extended  to  January  1,  1963,  at  4% 


fhuraday,  October  23,  1958 

with  coupons  and  warrants  attached, 
In  the  custody  of  the  Safekeeping 
JJ^Trtment  of  the  Federal  Reserve  Bank  of 
oWYork  New  York,  and  bearing  the  follow- 
gerlal’  numbers:  246737,  416147,  413756, 
SLoi  374148,  440519,  378905,  225817,  38480?, 
SiM  ’424876,  357584,  316794,  284608,  320895, 
357685,  94593,  292696,  187170,  424878, 
Ji^l’  94594,  292697,  187171,  424879,  372292, 
18809,874147,  187172. 

Vetting  Order  No.  8711;  Claim  No.  63718. 

Executed  at  Washington,  D.  C.,  on 
October  15,  1958. 

Ihr  the  Attorney  General. 

[sxAil  Paul  V.  Myron, 

Deputy  Director, 
Office  of  Alien  Property. 

t*  R.  D^.  58-8752;  Piled,  Oct,  22,  1958; 
«  8r45  a.  m.] 


Helene  Kremer-Merklin 

lonci  OF  INTENTION  TO  RETURN  VESTED 
PROPERTY 

Pursuant  to  section  32  (f)  of  the 
Trading  With  the  Enemy  Act,  as  amend¬ 
ed  notice  is  hereby  given  of  intention 
to  return,  on  or  after  30  days  from  the 
date  of  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de¬ 
crease  resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade¬ 
quate  provision  for  taxes  and  conserva¬ 
tory-expenses: 

Claimant,  Claim  No.,  Property,  and  Location 

Helene  Kremer-Merklin;  $123.55  in  the 
Treasury  of  the  United  States. 

Helene  Kremer-Merklin  as  guardian  of 
Ursula  Merklin,  a  minor,  Zollikofen,  Switzer¬ 
land;  $185.33  In  the  Treasury  of  the  United 
States. 

Vesting  Order  No.  17128;  Claim  No.  66779. 

Executed  at  Washington,  D.  C.,  on 
October  15,  1958. 

Portte  Attorney  General. 

[seal]  Paul  V.  Myron, 

Deputy  Director, 
Office  of  Alien  Property. 

[F.  R.  Doc.  58-8753;  Piled,  Oct.  22,  1968; 
*  8:45  a.  m.] 


INTERSTATE  COMMERCE 
COMMISSION 

fourth  Section  Applications  for  Relief 
October  20, 1958. 

Protests  to  the  granting  of  an  applica¬ 
tion  must  be  prepared  in  accordance 
with  Rule  40  of  the  general  rules  of  prac¬ 
tice  (49  CFR  1.40)  and  filed  within  15 
days  from  the  date  of  publication  of  this 
notice  in  the  Federal  Register. 

long-and-short  haul 

PSA  No.  35030:  Substituted  service, 
for  motor,  C.  R.  I.  &  P.  R.  R.  Filed 
by  Middlewest  Motor  Freight  Bureau, 
^ent  (No.  127),  for  the  Chicago,  Rock 
Island  and  Pacific  Railroad  and  inter¬ 
ested  motor  carriers.  Rates  on  com- 
.m^ties  loaded  in  highway  trailers  and 
«®nsported  on  railroad  fiat  cars  be¬ 
tween  Chicago,  Ill.,  Denver,  Colo., 


FEDERAL  REGISTER 

Kansas  City,  Kans.,  or  St.  Paul,  Minn., 
on  the  one  hand,  and  Oouncil  Bluffs  or 
Des  Moines,  Iowa,  Kansas  City  or  Wichi¬ 
ta,  Kans.,  St.  Joseph,  Mo.,  or  St.  Paul, 
Minn,  on  the  other,  as  Indicated  in  the 
application. 

Grounds  for  relief:  Motor  truck  com¬ 
petition. 

Tariff:  Supplement  84  to  Middlewest 
Motor  Freight  Bureau  tariff  MP-I.  C.  C. 
223. 

PSA  No.  35031:  Soda  ash  from  trunk 
line  points  to  Coronet,  Fla.  Filed  by  O. 
E.  Schultz,  Agent  (ER  No.  2466),  for 
interested  rail  carriers.  Rates  on  soda 
ash,  in  bulk,  carloads,  from  Detroit  and 
Wyandotte,  Mich.,  Barberton,  Fairport 
Harbor,  Painesville,  and  Perry,  Ohio, 
Solvay  and  Syracuse,  NT  Y.,  to  Coronet, 
Fla. 

Grounds  for  relief:  Market  competi¬ 
tion. 

Tariffs:  Supplement  95  to  Tariff  Pub¬ 
lishing  OfBcer  C.  W.  Boin’s  tariff  I.  C.  C. 
A-1079.  Supplement  103  to  Tariff  Pub¬ 
lishing  Officer  H.  R.  Hinsch’s  tariff 
I.  C.  C.  4664. 

PSA  No.  35032:  Furniture,  from  Tyler, 
Tex.,  to  Colorado  and  Wyoming.  Piled 
by  Southwestern  Freight  Bureau,  Agent 
(No.  B-7398),  for  interested  rail  car¬ 
riers.  Rates  on  furniture,  furniture 
parts,  and  related  articles,  carloads, 
from  Tyler,  Tex.,  to  Cheyenne,  Wyo., 
Colorado  Springs,  Denver,  Greeley,  La 
Junta,  Las  Animas,  Loveland.  Pueblo, 
and  Trinidad,  Colo. 

Grounds  for  relief :  Short  line  distance 
formula  and  market  competition. 

Tariff:  Supplement  164  to  Southwest¬ 
ern  Lines  tariff  I.  C.  C.  4136. 

By  the  Commission. 

Harold  D.  McCoy, 
Secretary. 

[P.  R.  Doc.  68-8766;  Piled,  Oct.  22,  1958; 

8:48  a.  m.] 


Bureau  and  Office  Organization 

BUREAU  OF  MOTOR  CARRIERS 

At  a  General  Session  of  the  Interstate 
^Commerce  Commission,  held  at  its  office 
in  Washington,  D.  C.,  on  the  30th  day  of 
September  A.  D.  1958. 

Upon  consideration  of  section  17  of 
the  Interstate  Commerce  Act  as  amended 
(49  U.  S.  C.  17),  and  section  3  (a)  (1) 
of  the  Administrative  Procedure  Act: 

It  is  ordered.  That  the  description  of 
central  and  field  organization  of  the  In¬ 
terstate  Commerce  Commission  appear¬ 
ing  in  the  order  of  April  7,  1958,  as 
amended  (23  F.  R.  2654  and  7027),  be, 
and  it  is  hereby,  amended  to  eliminate 
from  the  Bureau  of  Motor  Carriers  the 
former  Section  of  Administration  and  to 
establish  within  that  bureau  the  In¬ 
terpretations  Staff  and  the  Section  of 
Field  Service.  The  description  of  the 
Bureau  of  Motor  Carriers  as  thus 
amended  reads  as  follows: 

3.  Bureau  and  Office  Organization. 

•  •  • 

(j)  Bureau  of  Motor  Carriers.  Ad¬ 
ministers  the  Commission’s  programs  in¬ 


volving  the  regulation  of  motor  carriers 
imder  Part  n  of  the  Act  insofar  as  they 
involve:  initiating  and  administering  the 
rules  and  regulations  governing  the  filing 
and  approval  of  security  or  insurance  for 
the  protection  of  the  public;  Initiating 
and  administering  safety  regulations 
concerning  qualifications  and  maximum 
hours  of  service  of  employees  and  safety 
of  operation  and  equipment  of  all  for- 
hire  and  private  csuriers  in  interstate  or 
foreign  commerce;  investigating  and  re¬ 
porting  on  serious  accidents  and  the 
transportation  of  explosives  and  other 
dangerous  articles;  initiating  and  ad¬ 
ministering  regulations*  relating  to  the 
safe  transportation  of  migratory  work* 
ers;  inspecting  the  operations  of  the 
carriers  in  ihe  field  to  inform  them  of  the 
requirements  of  the  Act  and  regulations 
and  to  discover  unauthorized  operations 
or  violations  with  regard  to  tariffs, 
rebates,  accounts,  insurance,  annual 
reports,  extensions  of  credit  or  unsafe 
operating  practices;  and  issuing  informal 
interpretations  of  Commission’s  certifi¬ 
cates,  permits  and  regulations  affecting 
motor  carrier  operation. 

(1)  Interpretations  Staff.  Advises  the 
Director  and  others  regarding  legal  in¬ 
terpretations  and  other  information  con¬ 
cerning  the  motor  carrier  provisions  of 
the  Act  and  the  regulations  and 
operating  authorities  issued  thereunder; 
advises  and  assists  in  the  development  of 
recommendatiops  and  proposals  pertain¬ 
ing  to  motor  carrier  regulations;  and 
assembles,  prepares  and  maintains  refer¬ 
ence  materials  on  these  matters. 

(2)  Section  of  Insurance.  Performs 
work  in  connection  with  the  administra¬ 
tion  of  section  215  of  the  act  pertaining 
to  the  furnishing  of  insurance  or  other 
security  by 'motor  carriers  and  brokers 
for  the  protection  of  shippers  and  the 
public,  including:  The  preparation  of 

’  recommendations  for  submission  to  the 
Commission  for  determination  of  {^pli¬ 
cations  to  self-insure,  the  approval  or 
disapproval  of  certificates  of  insursmce, 
and  passing  upon  the  qualiScations  of 
insurance  and  bonding  companies.  In 
addition,  performs  work  similar  to  that 
described  above,  in  connection  with  the 
administration  of  section  403  (c)  of  the 
act  applicable  to  freight  forwarders. 

(3)  Section  of  Motor  Carrier  Safety. 
Performs  work  in  connection  with  the 
promulgation  of  regulations  pertaining 
to  safety,  hours  of  service  of  employees, 
and  standards  of  equipment;  compiles 
and  publishes  statistical  and  other  in¬ 
formation  pertaining  to  t^ese  matters; 
presents  evidence  in  Commission  pro¬ 
ceedings  where  the  matter  of  csuriers* 
safety  records  is  involved;  prepares  acci¬ 
dent  reports  for  Commission  approval; 
and  provides  guidance  to  the  field  staff 
respecting  the  administration  of  the' 
motor  carrier  safety  regulations  and 
procedures. 

(4)  Section  of  Field  Service.  Plims, 
programs  and  supervises  the  work  of  the 
field  staff;  initiates  and  prepares  proce¬ 
dures  {md  instructions  to  facilitate  exe¬ 
cution  of  field  work  in  coordination  with 
the  work  of  the  other  sections  of  the 
Bureau.  &s  well  os  other  bureaus  to  the 
extent  that  the  field  staff  provides  serv- 


NOTICES 


Ices  for  them;  and  reviews  the  effective¬ 
ness  of  the  field  work  performed  to  in¬ 
sure  that  the  Commission’s  policies  in 
this  area  are  properly  accomplished. 

(5)  Field  Staff.  Conducts  inspections 
and  investigations  of  the  activities  of 
motor  carriers  to  ascertain  their  com¬ 
pliance  with  the  law  and  regulations  un¬ 


der  Part  II  of  the  act.  including;  safety '  recommends  prosecutions  and  serve*  m 
of  operations  and  equipment,  hours  of  witnesses  in  prosecutions  and  other  pro. 
service,  posting  and  adherence  to  rate  ceedings  respecting  these  mattes, 
and  tariff  schedules,  filing  of  insurance.  tr  -  ^ ' 

operating  in  accordance  with  authority  ,  lsialj  Harold  d.  McCot. 

and  like  matters;  provides  reports  on  ap-  Secretory.  ^ 

plications  for  temporary  operating  au-  [p.  b.  doc.  6&-8767;  Piled,  Oct.*  22,  lu*. 
thority;  prepares  investigation  reports;  ’  8:48  a,  m-i  ^ 


Harold  D.  McCot, 
Secretary. 


u 


